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27 Jul 11 
MEMORANDUM FOR THE RECORD 

From; Investigating Officer, Colonel (b)(3), (b)(6) USMC 

To; Commander, United States Forces - Afghanistan 

Subj : SUPPLEMENTAL INFORMATION REGARDING THE COMMAND INVESTIGATION INTO THE 
FRIENDLY FIRE INCIDENT ON 6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST 
(RC-SW) 

Ref: (a) (U) JAG INST 5800.7E, Change Transmittal 2, Manual of the Judge 

Advocate General (JAGMAN) , 16 September 08 
lb) (U) Commander, United States Forces -Afghanis tan Appointment 

Memorandum dated 9 April 2011 
( C ) (U/FOUO) COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT ON 

6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) , 25 April, 2011 

Encl; (56) (S//REL USA, — I3AF , NATO) Sgt (b)(3), (b)(6) helmet camera video from 6 
April, 2011 

1. (U/FQUO) In accordance with the references (a) and (b) , the enclosed 
video is submitted as supplemental information to the command investigation 
into the friendly fire incident that occurred on April 6, 2011 in Regional 
Command- Southwest j reference (C) * It should be added to the command 
Investigation as enclosure (5$) , 

(U/TOUQ) The video is from a helmet camera worn by Sergeant (b)(3), (b)(6) 
during the combat patrol conducted on April 6, 2011, The video depicts the 
patrol from commencement until mid way through the evacuation of the 
casualties . 

3. (U/FOUO) I reviewed the entire video and find that it does not change 
the findings of fact, opinions, or recommendations of the command 
investigation. It does confirm all the findings of fact related to the 
conduct of the patrol, hellfire strike, and casualty evacuation process- 
Since it confirms the findings of the investigation it should be formally 
included in order to ensure a full and accurate recording of the events 
surrounding this friendly fire incident but does not necessitate reopening of 
the investigation. 



(b)(3), (b)(6) 




sR Rl I USA. ISAF. NATO 
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United States Forces-Afghanistan 
Kabul, Afghanistan 
APO AE Q9356 



USFQR-A-SJA (11-009) 28 MAY 2011 

MEMORANDUM FOR RECORD 

SUBJECT: Action Memo - JAGMAN Command Investigation into the Friendly Fire Incident 
on 6 April 201 1 in Regional Command-Southwest (RC-SW) 



1 . I have reviewed the JAGMAN investigation Col (b)(3), (b)(6) USMC, conducted 
into the facts and circumstances surrounding the deaths of one U.S. Marine, SSgt Jeremy D. 
Smith, and one Sailor, HN Benjamin D. RasL in RC-SW, Sangin Valley, Afghanistan on 

6 April 201 1- The Investigating Officer's (IO's) findings and recommendations are approved. 
I also make and approve an additional finding that both Servicemembers died while conducting 
combat operations and in direct contact with hostile enemy forces. 

2. I hereby direct the findings and recommendations be forwarded to the USFOR-A Deputy 
Commander for Operations for whatever action, if any, he deems appropriate. I further direct 
the findings and recommendations be forwarded to the Commander, II MEF, for whatever 
disciplinary or administrative action, if any, he deems appropriate, 

3. I would like to express my deepest sorrow over the deaths of SSgt Jeremy Smith and 
HN Benjamin Rast. The loss of Jeremy and Benjamin leaves an absence in our ranks that 
cannot be filled. That absence rests in the hearts and minds of the men and women who served 
with them. Though no words I can offer will assuage the grief that accompanies such an 
unfortunate tragedy, I hope that Jeremy's and Benjamin's family and friends find some 
measure of comfort in knowing they served with honor and were well respected by their unit 
and the chain-of- command. 

DAVID H. PETRAEUS 
General, United States Army 
Commander 

International Security Assistance Force/ 
United States Forces- Afghanistan 




Pages 3 through 4 redacted for the following reasons: 

Two pages totally denied:(b)(2), (b)(3), (b)(5) and (b)(6) applies. 
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HEADQUARTERS 

REGIONAL COMMAND (SOUTH WEST) 
INTERNATIONAL SECURITY ASSISTANCE FORCE 
CAMP LEATHERNECK , AFGHANISTAN 
FPG AE 96427-2513 

5830 

(b)(3), (b)(6) 

2 5 APR 11 

From: Colonel (b)(3), (b)(6) /0302 USMC 

To: Commander, U.S. Forces - Afghanistan 

Subj : SUMMARY OF THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT ON 
6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST {RC-SW) (U /FOUQ ) 

Encl : (1) (U /FQUO) Appointment Memorandum dated 9 April 2011 
(2) (U /FOUO) Graphics 

%* ( U/FQUO) As directed by the appointing memorandum (Encl lj this 
unclassified summary of the subject command investigation is provided, 

2. (U /FQUO) I with Major (b)(3), (b)(6) , Major (b)(3), (b)(6) , and Captain (b)(3), (b)(6) advised 
by the legal counsel of Lieutenant Colonel (b)(3), (b)(6) , conducted a comprehensive 
investigation into the events surrounding the friendly fire incident that 
claimed the lives of Staff Sergeant: (SSgt) Jeremy Smith; USMC, and 
Hospitalman (HN) Benjamin Rast, USN, in the Sangin valley area on April 6, 
2011, We reviewed all pertinent records and documents as well as interviewing 
all the personnel involved. We drafted a classified report of our 
investigation, signed April 25, that includes all the pertinent: information 
discovered during our investigative efforts. There remains a large amount of 
video, written, and interview material that was seen as non-germane to the 
investigation and would have made the report unwieldy. This information has 
been retained at RC-SW and can be accessed by contacting the RC-SW Office of 
the Staff Judge Advocate (SJA) , (b)(2) 

3. (U /'FOUO ) Background and Scheme of Maneuver , The ground units involved 
had been operating together for approximately 3 days in an area of 
operations that was highly active - averaging more than one I ED event and one 
small arms fire contact per day. On April 6, 2 011 the ground force mission 
was to secure a portion of Route 611 by departing the patrol base as one 
mounted element, dismounting in the objective area, and then clearing the 
route and area on the west side of the route (no more than 10 meters) with a 
dismounted element supported by a mounted element. The dismounted squad 
leader decided to deploy an element to sweep the route (Route Sweep Team) and 
western shoulder, with an overwatch element (Overwatch Team) deployed further 
to their west. The overwatch team was engaged by the enemy shortly after 
dismounting and pursued the enemy eventually halting approximately 200 - 250 
meters west of the route. Throughout this action the on scene ground force 
commander believed that he had one dismounted element adjacent to the route 
when in fact he had two; one just adjacent within 100 meters and a second in 
contact with the enemy approximately 200 meters west of the route. 



UNCLASS I F I ED /FOUO 



UNCLASSIPIED/MB& 



4. ( U/rOUQ) Summary of the Incident , On April 6, 2011 at 3 51D* SSgt 
Jeremy Smith and hN Benjamin Rast were struck by friendly fire from a 
Predator firing a HELLFIRE missile- The missile, functioned properly and 
struck the target area intended by the commander, however the exact 
disposition or ground forces was not known by all involved in the execution 
of the strike. Enemy contact, compartmentalized terrain, and a lack of 
overall common situational awareness led zo friendly forces moving to an 
unanticipated position resulting in their targeting as assumed enemy forces. 
Indications and warnings of this pending error were available but 
unrecognized by the ground force commander, higher headquarters command 
centers, and the Predator crew. Even if indications that the personnel were 
firing away from friendly forces were communicated , it is deemed likely that 
the strike would have occurred anyway due to the ground force's perception of 
friendly disposition and the source of enemy contact. The key shortfall was a 
lack of accurate friendly locations of the ground force. Absent this clarity, 
no unit or person involved in the strike process could have confidently 
intervened to prevent this tragedy. The immediate ground force commander was 
not aware that his forces were in the vicinity of zhe target area, did not 
refute the targeting of the personnel by accurately indent i f y ing the source 
of enemy contact r and was unable to use anything other than communicated 
position reports to improve his situational awareness. Information was 
available to the Predator crew that potentially could have increased the 
commander's understanding of the situation but this information was not 
communicated to the ground force commander or the JTAC- In the final analysis 
the chain of events that led to SSgn Smith and HN Rast being targeted and 
ultimately killed by friendly fire was initiated by the on scene ground force 
commander's lack of overall situational awareness and inability to accurately 
communicate his friendly force disposition with respect to the enemy. 



5. (U /PQUO) Timeline of events: 

0720D* Ground force departs friendly lines 

0B07D* Ground force dismounts at objective area 

0820D* Initial enemy contact 

Q327D* Predator directed to scan objective area for enemy 

840D* Predator identifies three personnel in the vicinity of a 

compound of interest 
0841 :12D* Muzzle flashes observed by Predator IVO three personnel 
0841 :43D* JTAC communicates 9-line CAS request to Predator 
Q842D* Muzzle flashes again observed by Predator IVG three 

personnel 

Q849D* JTAC communicates ground commander's call sign approving 

strike 

0851D* HELLFIRE Impact 

Q852D* Ground force indicates possible friendly casualties 

0855D* Additional medical personnel arrive at point of impact 

D* Ground force submits casualty report for 1 -urgent and 1- 

routine 

D* Ground force operation center requests MEDEVAC of 2 -urgent 

casualties 

(b)(1)1 ' 4a Casualties commence movement to ground evacuation vehicles 

D* On scene commander reports additional enemy contact. 

D* Casualties arrive at vehicles and are reported as 2 - FKIA 

D* Ground evacuation vehicles commence movement to HLZ 
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D* Vehicles arrive at HLZ 

D* HN Rast officially declared KIA 

(b)(i)i.4aD* SSgt Smith officially declared KIA 

D* MEDEVAC aircraft departs HLZ 

D* MEDEVAC aircraft arrives at Role 3 hospital ; 

6, (U /FQUOJ Although the medical evacuation process took longer tnan tne 
goal for arrival of an urgent casualty at a Role 3 facility, one casualty was 
killed instantly and the other was immediately assessed as having suffered a 
mortal penetrating head wound. Medical officials confirmed that the wounds 
sustained "were not survivable, regardless of medical care rendered in the 
field; during evacuation, or in a hospital setting." App r oxima t e lyb)(i )1 .4aminut e s 
was spent stabilizing the mortally wounded casualty at the point of injury 
and another(b)(i)i.4aninutes was used to carry both casualties from the point of 
injury to the nearest ground evacuation point. On arrival at the evacuation 
point the casualties were confirmed as FKiA. 

7. (U /FOUO ) As a result of our investigation into this incident we 
concluded that: 

a. (U /FQUO ) SSgt Smith and W Rast were both mobilized reservists on 
active duty conducting combat operations in Afghanistan and their deaths were 
due to friendly fire. They died in the line of duty and not due to their own 
misconduct 

b. (U /FQUO) All coalition personnel involved in the execution of this 
strike attempted to execute their combat duties appropriately and were not 
culpably negligent or derelict in their duties. A lack of comprehensive 
situational awareness by all parties in the process, initiated by the on 
scene commander's inability to interpret and communicate accurate friendly 
positions, was the cause for the targeting of coalition personnel by 
coalition fires. 

c* (U /FOUO) Fire support enablers (JTACs and JFOs | could have been more 
effectively integrated and employed on the battlefield to help enhance the 
commander's understanding of the situation as well as the ability to 
integrate fires with ground actions. 

d. (U /FOUO ) All personnel involved in planning and executing this 
strike did so convinced, albeit erroneously, that the personnel in the target 
area were enemy actively firing at coalition forces. 

e. (U /FQUO ) The position of the enemy firing at coalition forces was 
never commonly established. The units in direct contact were confident in the 
location of the enemy and were certain, based on that observation, they would 
not be targeted. Those involved in tne strike process were mistakenly but 
equally convinced that they were observing and targeting enemy personnel. 
None realized their error until seconds before the delivery of fires . 

f. (U / FQUO) Predator MCE and DGS internal procedures, SOPs, and 
communication capabilities should be reviewed. 
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9. (U /FQUQ) The medical care and evacuation process provided to SSgt 
Smith and HN Rast was adequate and timely. Both suffered ultimately mortal 
wounds and enhanced field medical care was provided to them in less than five 
minutes after injury. 

Complete opinions and corresponding recommendations concerning the 
above items are contained in the classified version of the completed command 
investigation. 

8. (U /FQUO) We recommended that key elements of this incident be used to 
inform the training process for future deploying units. The following issues 
should be addressed: 

a. (U /FQUQ ) The early and proper integration of fire support enablers 
{JTACs and JFOs) and their employment to augment the ground commander's 
overall situational awareness. 

b. (U /FQUQ ) Awareness and tracking of enemy and friendly disposition in 
a dynamic, distributed tactical environment. 

c. (U /FQUQ ) Weaponeering and target precedence in a nontraditional 
tactical environment. 

d. (U /FQUQ) Integration of Predator in both ISR and kinetic roles. 

e. (U /FQUQ) Position reporting in a distributed tactical fight. Single 
or dual point reports are inherently inaccurate. Units need to monitor lead, 
trail position with associated left and right lateral limits for the friendly 
force . 

9. (U /FQUQ ) The point of contact for any questions regarding this summary 
or the completed investigation is the RC-SW Office of the Staff Judge 
Advocate (b)(2) or (b)(2) 



(b)(3), (b)(6) 

COL USMC LTCOL USMC MAJ USMC MAJ USAF CAPT USAF 
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Pages 9 through 14 redacted for the following reasons: 

ENCLOSURE (1) APPOINTMENT MEMOR \NDUM, EAIjES 5 6 nF THIS SUMMARY IS NOT INCLUDED HERE. IT IS INCLUDED AS ENCLOSURE (1) OF THE COMMA 

INVESTIGATION 

ENCLOSURE (2) GRAPHICS (4 pages) 

REMOVED DUE TO FOIA EXEMPTION 5 U.S.C 552 (b) (1)1. 4a 



HEADQUARTERS 

REGIOtfAI* COMMAND (SOUTH WEST) 
INTERNATIONAL SECURITY ASSISTANCE FORC2 
CAMP LEATHERNECK, AFGHANISTAN 
FPO AS 96427-2513 

IN REPLY REFER TO: 

5830 
RPN 

25 Apr 11 

From: Colonel (b)(3), (b)(6) /03 02 USMC 

To: Commander, US Forces - Afghanistan 

Subj : CLASSIFIED SUMMARY OF THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT ON 6 APRIL 2 011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) (U /FQUO) 

End: (1) (U /FOUQ) Commander, United States Forces - Afghanistan, 
Appointment Memorandum dated 9 April 2 011 
(2) fef Graphics 

Preliminary Statement 

t« ( U/FQUO) In accordance with the appoincment memorandum (Encl 1) , this 
classified summary is submitted of the command investigation into the 
circumstances surrounding che friendly fire incident on 6 April 2011 in 
Regional Command- Southwest, Sangin Valley, Afghanistan. 

2. ( U/FQUQ) The Investigating Officer was assisted by: 

a. (U /FQUO) Deputy Investigating Officer, Major (b)(3), (b)(6) 
(USMC) , RC (SW) Air Planner and JTAC. 

b. (U /FOUO) Major (b)(3), (b)(6) (USAF), MQ-1B Predator Pilot subject 
matter expert. 

c. ( U/FOUO) Captain (b)(3), (b)(6) (USAF) , DCGS subject matter expert, 

d. (U /F0U01 Lieutenant Colonel (b)(3), (b)(6) (USMC) , Deputy Staff 
Judge Advocate, RC (SW) , legal advisor. 

2. (U /FQUO) The investigating officer was able to interview all relevant 
personnel during the course of the investigation. The evidence was collected 
in a series of interviews at Patrol Base AIcatraz r Forward Operating Base 
Jackson, Forward Operating Base Edinburgh and via phone interviews with CONUS 
based personnel located in California and Indiana - 

4. (J//REL USA, I OAF, NATO) Materials Reviewed. All personnel involved in 
this incident from Co A, 2nd Reconnaissance Battalion, the (b)(i)i.4a crew and 
support personnel, 2nd Platoon, Co A, 1st Bn 23 rd Marines, Army MEDEVAC Crew, 
and Bastion Medical and Mortuary Affairs personnel were contacted and 
statements collected. Additionally, we reviewed the complete (b)(i)i.4a video 
with voice communication included. This comprehensive amount of information 
was thoroughly reviewed to give the investigation team a complete 
understanding of the circumstances surrounding this incident. The pertinent 
items and material have been included as enclosures to this investigation to 
provide the reader a concise understanding of the incident. The excess 
documentation accumulated in the course of the investigation will be retained 
by RC-SW for reference as required- Point of contact for these materials is 
the RC-SW Office of the Staff Judge Advocate (SJA) , (b)(2) 
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SUBJ; CLASSIFIED SUMMARY OF THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT ON 6 APRIL 2 011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) 
(U /FQUQ) 

Summary of Investigation 

i- (u /rouo) The Investigation Team provides the following list of key 
personnel associated with their call signs: 

(b )(i)i.4a : PLT CMDR 2nd Pit A Co/ 1/23, 2 ndLc (b)(3), (b)(6) (In DS of A Co./ 2nd Recon 
Bn) 

Squad Leader 2nd Pit 1/23, Sgt (b)(3), (b)(6) (Road Sweep Team) 
Team Leader, Sgt (b)(3), (b)(6) 2nd Pit 1/23 {Over watch Team) 

Capt (b)(3), (b)(6) CO A Co/ 2nd Recon 3n 
Capt (b)(3), (b)(6) XO A Co/ 2nd Recon Bn, JTAC 
GySgt (b)(3), (b)(6) 3N Fires Chief / 2nd Recon En, JTAC 
(b)(i)i.4a capt (b)(3), (b)(6) BN Watch Officer / 2nd Recon Bn, JTAC 

Pilot in Command: Capt (b)(3), (b)(6). 196 RS 
Sensor Operator: SrA (b)(3), (b)(6) , 196 RS 

Mission Intelligence Coordinator (MIC) (trainee) : TSgt 

(b)(3), (b)(6) 196 RS 

Mission Intelligence Coordinator (trainer): TSgt (b)(3), (b)(6) « 196 RS 
Imagery Mission Supervisor, TSgt (b)(3), (b)(6) , 13 7 IS 
C-eospatial Analyst, A1C (b)(3), (b)(6), 137 IS 
Tactical Communicator, SSgt (b)(3), (b)(6) f 137 IS 

(b)(i)i.4a : MED E VAC UH-6Q from TF THUNDER 

Pilot , CW2 (b)(3), (b)(6) 
Co- Pi lot, CW2 (b)(3), (b)(6) 

BASTION ROLE 3 HOSPITAL RECEIVING PHYSICIAN: LCDR (b)(3), (b)(6) 

2. (U /FQUQ) Map Orientation: 

a. (S/REL USA, I GAP , NATO) The germane battlefield geometry on 6 April 
2011 within OP BOX NEMESIS within the Upper Sangin Valley (USV) along Rte 611 
in 2nd Recon Bn's battlespace can best be understood by examining the maps 
include with the complete command investigation (CI enclosures (5) through 
(7)). 

b. (3/REL UOA, — I OAF, NATO) 2nd Reconnaissance Battalion's Area of 
Operations is in (b)(i)i.4a within the Upper Sangin Valley (USV) „ The 
area is defined by the Helmand River, the fertile, irrigated areas to the 
east and west of it {the Green Zone) , and a primary north / south running 
unimproved surface road (Route 611) . Coalition military activity in this area 
centers on Rte 611 as forces work to secure it and the Green Zone to the west 
of Rte 611 where the population centers are and the enemy fighters operate. 
Over zhe 30 days prior to this incident the 2nd Reconnaissance Battalion area 
of operations had been highly active with 3.0 I ED events, 39 small arms 

fire /rocket propelled grenade contacts, and S engagements that required the 
employment of ground or aviation fires (CI enclosure 8) . 

3 . ( U/EOUO) Summary of Incident i 

a, (0/REL UGA, — ISAF, NATO) Scheme of Maneuver. At 0720D* April 6, 2011 
2nd Platoon, Co A, 1st Bn 23rd Marines (b)(i)i.4a departed friendly lines at 
Patrol Base Alcatraz to secure a section of Route £11 between the (b)(i)i.4a and 
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SUE J: CLASSIFIED SUMMARY OF THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT ON 6 APRIL 2 011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) 
(U /POUOJ 

(b)(i)i.4a in order to prevent enemy from interfering with Afghan and 

coalition freedom of movement along Rte(b)(i)i.4a. They deployed inb)(i)i.4vehicles (bh)wa 
MRAP antfbXWMATV) wi th(b)(i)i.4aMariiies (b)(i)i.4Mavy Corpsmen,(b)(i)i.4ainterpreter , an$)(i)i-4a 
Improvised Explosive Device Detection Dogs. Staff Sergeant (SSgt) Smith was 
the platoon sergeant and Hospitalman [HN; Rast was the dismounted corpsman. 
The planned scheme of maneuver was to move mounted to the objective area then 
have a dismounted Road Sweep Team (RS TM) clear the route and western 
shoulder of the road (to a depth of no greater than 100 meters) overwatched 
by a mounted element remaining on Rte 611. The leader of the RS TM, Sergeant 
(b)(3), (b)(6) planned to deploy his squad with him leading the RS TM and Sergeant 
(b)(3), (b)(6) leading an Overwatch Team (OW TM) that would maneuver further to the 
west to protect the RS TM' s flank. This plan to have two dismounted maneuver 
elements was never clear to the on scene commander, Lieutenant (b)(3), (b)(6) 

(D//REL UGA, — I GAP, NATO] (b)(i)i.4a moved north along Rte 611 and 
dismounted as planned. The RS TM began clearing the route and western 
shoulder remaining within approximately 50 meters of the road. The OW Team 
maneuvered west of Rte 611 approximately 150 meters and at 82 0D* took fire 
from enemy to the west - southwest. A Predator, (b)(i)i.4a , was on station and 
at 0827D* was directed to support (b)(i)i.4a by scanning for enemy west of 
route 611. GySgt (b)(3), (b)(6) (■ (b)(i)i.4a ) , the Co A 2nd Recon Bn JTAC, was in- 
direct communication with (b)(i)i.4a for the duration of their mission. The OW 
TM sought cover in a nearby north-south running canal [running adjacent to 
Building 58) and began to maneuver to the south to engage the enemy. The RS 
TM remained within approximately 5 meters of the road and maneuvered south 
along a north-south running canal. The OW TM reported their position to Sgt 
(b)(3), (b)(6) , but was either reported to Lt (b)(3), (b)(6) erroneously or was never received. 
Throughout the engagement Lt (b)(3), (b)(6) would report the RS TM's position as the 
position for all dismounts. 

(3//REL UGA, — IGAF f NATO ) At 0840D* (b)(i)i.4a reported three heat 
signatures in the vicinity of building 5 8 and noted muzzle flashes. This fire 
was assessed by a portion of the (b)(i)i.4a DGS IN crew (Distributed Ground 
Station Indiana) as being oriented to the west, away from friendly forces. 
This would remain their assessment throughout the action on this day. The 
pilot and the JTAC assessed this fire as being towards friendly forces, based 
on the on scene ground commander's reported position of friendly forces. 

(3//REL 173A, I3AF, NATO) At QS41D* (b)(i)i.4a submitted a standard 9- 
line request for a HELLFIRE strike on the three personnel in the vicinity of 
building 58- Co A 2nd Recon En ( (b)(i)i.4a | requested friendly positions, mounted 
and dismounted, from (b)(i)i.4a on two occasions prior to planning the kinetic 
strike and then confirmed those positions as well as the direction of enemy 
contact in the process of submitting the request for Close Air Support (CAS) - 
At 0843D* (b)(i)i.4a was informed of the intent to strike the target and 
confirmed friendly positions. At 845D* DGS IN reiterated their assessment 
that the observed personnel were shooting to the west, away from the friendly 
forces on Rte 611 to the east, by a private chat with the (b)(i)i.4a MIC 
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SUBJ: CLASSIFIED SUMMARY OF THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT ON 6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST {RC-3W} 
(U /FQUO) 

{Mission Intelligence Coordinator) . The on scene ground commander, the JTAC, 
and the (b)(i)i.4a Pilot were never made aware of this assessment. 

(3/ /REL USA, — I SAP, NATO) The (b)(i)i.4a dismounted elements were informed 
of the intent to strike enemy in the vicinity of building 5 8 and were told to 
"seek cover" as the strike would be "Danger Close". Sgt (b)(3), (b)(6) the OW TM 
leader, was uncertain where building 5 3 was and asked a member of his team to 
confirm the location. In the meantime the HELLFIRE was launched and the 
ground force was informed; "17 seconds" to impact- Immediately prior to the 
missile impact Sgt (b)(3), (b)(6) was informed that building 58 was "the wrong 
building" . 

(5//KBL U3A, — I SAP, NATO) At 0852D* uhe HELLFIRE impacted and Sgt 
(b)(3), (b)(6) immediately ordered "cease fire" indicating that two of his men may 
have been injured by the strike. Sgt (b)(3), (b)(6) immediately moved to assess 
SSgt Smith , who he determined was KIA based on the severity of wounds , and HN 
Rast, who he also determined to be KIA based on no pulse and a penetrating 
head wound. Within five minutes additional members of the team responded to 
the point of impact to provide medical assistance and were able to move KM 
Rast to cover where a pulse was located and his airway restored. A more 
complete wound assessment confirmed the mortal penetrating head wound. The 
assessment and stabilization process took approximately 20 minutes. The two 
casualties were then carried to Rte 611, which took approximately 40 minutes. 
Shortly after che impact of the HELLFIRE, enemy contact resumed from the 
west, east, and north prompting a decision to ground evacuate the casualties 
to PE Alcataz for heliborne extraction. At (b)(i)i.4a k the casualties reached the 
mounted element on Rte 611 and both casualties were confirmed as KIA.. 

(b)(i)i.4a arrived back at PB Alcatraz at (b)(i)i.4a* and the casualties were 
formally evaluated with an official time of death listed as I024D* for HN 
Rast and 1025D* for SSgt Smith at PB Alcatraz. The casualties arrived at 
Bastion Role 3 hospital at (b)(i)i.4a * . There a physician determined that HN Rast 
and SSgt Smith sustained injuries that were not survivable, regardless of 
medical care rendered in the field, during evacuation, or in a hospital 
setting. 

b. (G/REL UOA, I SAP, NATO) Summary. On April 6 ( 2011 Staff Sergeant 
Jeremy Smich and Hospitalman Benjamin Rast were killed by friendly fire from 
a MQ -IB Predator firing a HELLFIRE missile. The missile functioned properly 
and struck the target area intended by the commander, however the disposition 
of ground forces was not known by all involved in the execution of the 
strike. Enemy contact, compartmentalized terrain, and a lack of overall 
common situational awareness led to friendly forces moving to an 
unanticipated position resulting in their targeting as assumed enemy forces. 
Indications and warnings of this pending error were available but 
unrecognized by the ground force commander, higher headquarters command 
centers and the Predator crew. Information was available to the Predator crew 
that could have potentially increased his understanding of the situation but 
was not communicated to the ground force commander or the JTAC . The key 
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SUB J: CLASSIFIED SUMMARY OF THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT ON 6 APRIL 2011 IN REGIONAL COMMAND -SOUTHWEST (RC-SW) 
(U /FOUO) 

shortfall was a lack of accurate friendly disposition communicated by the 
ground force. Absent this clarity, no unit or person involved in the strike 
process could have confidently intervened to prevent this tragedy. The 
immediate ground force commander was not aware that his force was in the 
vicinity of the target area, did not refute the targeting of the area by 
accurately identifying the source of enemy contact, and was unable to use 
anything other than communicated position reports to improve his situational 
awareness. In the final analysis this was the initial and most critical step 
in a process that resulted in the targeting of Staff Sergeant Smith and 
Hospitalman Rast for kinetic engagement. 



OPINIONS AND RECOMMENDATIONS 

1. (U /FQUQ) As a result of our investigation we formed numerous opinions 
and made recommendations related to them. A review of the full command 
investigation is required cc fully comprehend them all, but the following 
determinations are provided as an overview, 

a. (0/REL TO UDA, — I CAP f NATO) Staff Sergeant Smith and Hospitalman Rast 
were mobilized reservists on active duty conducting combat operations against 
the enemy in the Upper Sangin Valley (USV) on April 6, 2011 when they were 
erroneously engaged by a Predator HELLFIRE missile in the vicinity of (b)(i)i.4a 

(b)(i)i.4a {IVO Compound 58, Q6D Sector) - Their deaths occurred in the line of 
duty and were not due to their own misconduct. 

b. (U /FQUO) All personnel involved in the kinetic strike that killed 
SSgt Smith and HN Rast were attempting to execute their combat duties 
appropriately and were not culpably negligent or derelict in their duties. A 
lack of comprehensive situational awareness between command echelons within 
the ground force, the Joint Terminal Attack Controllers (JTAC) and the 
Predator crew led to the engagement of coalition forces by coalition fires. 

c_ (S/REL TO USA, — I3AP, NATO ) The on- scene ground commander (2ndLt 
(b)(3), (b)(6) lacked a complete understanding of the planned and actual disposition 
of his forces, the origin of enemy fires, and the risk posed by the impending 
HELLFIRE strike. This prevented him from increasing the situational awareness 
of others involved in the kinetic strike process and also prevented him from 
aborting the strike due to unacceptable risk to his men. The on-scene 
commander was prevented from fully appreciating the risk posed by the 
HELLFIRE due to a lack of information on the actual deployment of the forces 
on the ground and unclear reporting of friendly as well as enemy locations 
from his subordinates. We recommended that 2ndLt (b)(3), (bm Sgt (b)(3), (b)(6) , and Sgx 

(b)(3), (b)(6) be formally counseled by their immediate chain of command concerning 
their tactical performance during this incident. 

d. (G/REL TO UflA, — I GAP, NATO) All involved in this strike believed that 
they were engaging an enemy position that was actively firing at friendly 
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forces. This was based on a belief that they accurately understood the 
positioning of friendly forces and the origin of enemy contact. Even if the 
information had been made available that the fire from the observed personnel 
was oriented away from friendly forces, we determined that the strike would 
have likely still occurred. 

e. {Sf The (b)(i)i.4a crew's execution of close air support was 
procedurally correct. The HELLFIRE functioned properly and precisely struck 
the target requested by the ground force commander. 

f Although DGS IN ultimately had the correct assessment on 

direction of fire, that information was never relayed by the (b)(i)i.4a crew 
to the JTAC due to a lack of internal crew communication : 

g. ( U/FOUO) The medical care and evacuation process provided for SSgt 
Smith and HN Rast was adequate and timely. No level of care or earlier 
provision of care would have prevented their wounds from being fatal. 
Enhanced field medical care was provided within five minutes of injury and 
continued for HN Rast up until the time he died of wounds. 

h. (U /FQUQ) HM2 (b)(3), (b)(6) and Set (b)(3), (b)(6) should be commended for their 
extraordinary efforts to aid HN Rast. The face that HN Rast eventually 
succumbed to his wounds does not diminish the bravery, camaraderie, and 
medical skill displayed by HM2 (b)(3), (b)(6) and 3gt (b)(3), (b)(6) 

2. (U /FOUO) The point of contact for any questions regarding this summary 
or the completed investigation is the S.C-SW Office of the Staff Judge 
Advocate (b)(2) or SVG IP (b)(2) 



(b)(3), (b)(6) 



COL USMC LTCOL USMC MA J" USMC 




USAF CAPT USAF 
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From: Colonel (b)(3), (b)(6) 0302 USMC 

To: Commander, US Forces - Afghanistan 

Subj : COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT ON 6 
APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) (U/FOUO) 



Ref : 



m 

(b) 
(c) 



End: (1} 



(3) 
(4) 

(5) 

{£) 
(7) 
(8) 
(9) 

CIO ) 
(11) 
(12) 

(13 J 

(14) 
(i5) 

(16) 

(17) 

(18) 
< 19) 



■JAG INST 5800. 7E, Change Transmittal 2, Manual of the Judge 
Advocate General ( JAG MAN } , 16 September 08 

Joint Publication 3-09.3, Close Air Support, dated 8 July 2009 
Standard Operating Procedure (SOP) 3 98 Target Management and 
Employment of Indirect Fires ISO ISAF Offensive Operations 

( U /FQUO) Commander, United States Forces - Afghanistan, 
Appointment Memorandum dated 9 April 2011 

(C//RFL USA, — ISAF, NATO ' i Preliminary Inquiry into the alleged 
friendly fire incident on 6 April 2011 between 2d Reconnaissance 
Battalion and 1st Battalion, 23D Marine Regiment 

(U /FQUO) Email to Armed Forces Medical Examiner requesting 
autopsy 

(C//R.EL USA/ ISAF/ NATO] 2nd Pit, Co A, 1/23 table of 
organization on 6 April 
(C//REL USA, ISAF, NATO) 



(S//REL USA, ISAF, NATO) 

(S//REL USA, ISAF, NATO) 

(S//REL USA, ISAF, NATO) 

(S//REL USA, ISAF r 



Map - Upper Sangin Valley 1:50,000 
Map - Upper Sangin Valley 1:12,500 
Map - Upper Sangin Valley 1:1,500 
2d Recon Bn Area of Operations summary 
Mission Card, 6 April (photo), 2nd Lt 



mato; 

(b)(3), (b)(6) 

(U /FOUO) SSgt Jeremy Smith, USMC, (b)(6) * EIR, BTR and ?CR 

(U /FQUO) HN Benjamin Rast, USN, (b)(6) , BIR, BTR and PGR 

(S//REL USA, ISAF, NATO) Written Statement and Interview Summa ry- 
Capt (b)(3), (b)(6) 'JS MC, (b)(3), (b)(6) -'0203 , Co A Executive 

Officer, JTAC, 2d Recon Bn 

CV/nCL) USA, — I OAF, KATOj Written Statement and Interview Summary- 
GySgt (b)(3), (b)(6) r USMC, (b)(3), (b)(6) '0861, Fires Chief, 

JTAC , 2d Recon Bn 

(S//REL USA, ISAF, NATO) Written Statement- Sgt (b)(3), (b)(6) 
USMC, (b)(3), (b)(6) '3521, Motor Transport Operator, 2d. Recon Bn 
(S//REL UCA/ I OAF, NATO) Written Statement and Interview Summary- 
MSgt (b)(3), (b)(6) USMC, (b)(3), (b)(6) '0321, Co A Ops Chief, 2d 

Recon Bn 

(5//REL USA> ISAF, NATO) Written Statement and Interview Summary- 
Cap t (b)(3), (b)(6) , USMC, (b)(3), (b)(6) '7565, BN Air Officer, 2d 
Recon Bn 

(S//REL USA , ISAF, NATO) Written Statement ana Interview Summary- 
1st Lt (b)(3), (b)(6) USMC P (b)(3), (b)(6) /0602, BN WO, 2d Recon Bn 

(S//REL USA i — IS7vFf NATO) Command and Control Graphic 
(S//REL USA, — I SAF , — NATO) Written Statement and Interview Summary- 
2nd Lt (b)(3), (b)(6) - USMC, (b)(3), (b)(6) '0302, Platoon 

Commander, 2nd pit, Co A, 1/23 
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(20) 

(22) 
(23 ) 



(24) 
(25) 



(26) 
(27) 

(28) 

(29) 

(30) 

(3D 

(32) 

(33) 

(34) 

(35) 

(36) 
{37) 

(38) 

f 3 9) 

(40) 

(41) 

(42) 
(43) 

(44) 
(45) 



(S//REL OGA, IGAF, NATO) Co A, 2d Recon BN COC Logbook (photos) 
from 6 Apr II 

(S//REL USA i ISAF, HATQ) Written Statement and interview Summary 
Sgt (b)(3), (b)(6) USMC, (b)(3), (b)(6) '0311, Squad Leader, 2nd 

Pit, Co A, 1/23 

(S//REL USA, — IGAF, NATO) Written Statement and Interview Summary 
Sgt (b)(3), (b)(6) USMC, (b)(3), (b)(6) /0331 , Team Leader, 2nd PI % 

Co A, 1/23 
(S//REL USA, 



I GAL, NATO) 
, USMC, 



Written 

(b)(3), (b)(6) 



Statement and Interview Summary 
/8541, Sniper, H&S Co r Scout 



recordings transcript from 6 Apr 11 

Written Statement and Interview Summary 
(b)(3), (b)(6) Sniper, H&5 Co, Scout Sniper 

1/23 Scheme of Maneuver on 6 April 

(b)(i)i.4a video and snapshots of video 



USAF, 
137 IS 
USAF, 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



Sgt (b)(3), (b)(6) 

Sniper Pit 
-fSr mIRC and audio 
(S//REL USA, I SAP/ NATO) 

Sgt (b)(3), (b)(6) USMC, 
Pit 

(U/ 7POUO) 2nd Pit, Co A, 
(S//REL USA i ISAF, NATO) 

from 6 Apr 2011 

454 Written Statement- LtCoi (b)(3), (b)(6) 
Mission Operations Commander, DGS IN, 
-f-S-)- Written Statement- A 1 C (b)(3), (b)(6) 
Geospatial Analyst, DGS IN, 137 IS 
-HH Written Statement and Interview Summary- Capt 
USAF r (b)(3), (b)(6) , MQ-1B Predator pilot, 196RS 
(U) Joint Publication 3-09.3, Close Air Support, dated 8 July 
2009 excerpt for Type 2 CAS (Ref B) 

(S//REL USA, ICAF, NATO) ISAF SOP 398 Target Management and 
Employment of Indirect Fires r excerpt for ROE 421-424 
4&f Written Statement and Interview Summary- TSgt (b)(3), (b)(6) 
USAF, (b)(3), (b)(6) Mission Intelligence Coordinator (MIC), 196RS 

4^4- Written Statement and Interview Summary- TSgt (b)(3), (b)(6) 
(b)(3), (b)(6) , USAF, (b)(3), (b)(6) MIC trainee, 196RS 

(G//RCL USA, — I OAF, NATO) Written Statement and Interview Summary 
Sgt. (b)(3), (b)(6) USMC, (b)(3), (b)(6) , Radio Operator, Co A, 2d 

Recon Bn 

(S//REL USA, ACGU) AFTT? 3-1 
4S4 Written Statement- TSgt 
IMS , DGS IN, 137 IS 

-+&r Written Statement- TSgt (b)(3), (b)(6) 
Geospatial Analyst, DGS IN, 137 IS 
4^4 Written Statement- SSgt (b)(3), (b)(6) 
Screener DGS IN, 137 IS 
+S4 Written Statement- SSgt (b)(3), (b)(6) 
TACOM, DGS IN, 137 IS 

(G//RLL USA, I OAF, NATO) Written Statement and Interview 
Cpl (b)(3), (b)(6) , USMC, (b)(3), (b)(6) 85 41 , Sniper. /UFO, 

Scout Sniper Pit 

(C//REL USA, — ISAF, NATO) Written Statement and Interview Summary 
HM2 (b)(3), (b)(6) USN, (b)(3), (b)(6) , Navy Corpsiran 

(G//REL USA, ISAF, NATO) Written Statement and Interview 
Sgt (b)(3), (b)(6) , USMC, (b)(3), (b)(6) Driver, 2nd Pit, 

1/23 
(S//REL 



. DCGS excerpt 

(b)(3), (b)(6) 



USAF, 
USAF, 
USAF, 
USAF, 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



Summary 
H£S Co, 



Summary 
Co A, 



USA, — ISAF, — NATO) Written Statement- LCpl (b)(3), (b)(6) 

2nd Pit, Co A, 1/23 

NATO) Written Statement- Cpl (b)(3), (b)(6) 

2nd Pit, Co A, 1/23 



USMC, (b)(3), (b)(6) 
(G//REL USA, ISAF, 
USMC, (b)(3), (b)(6) 
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J 46) (S//REL USA f — ISAF, NATO) RC (SW) Personnel Evacuation 
Coordination Center (PECC) Story board from 6 Apr 2011 

(47 J (S//REL USA, ISAF, NATO) TF Thunder, (b)(i)i.4a Story board from 6 
Apr 2011 

(48) (0//REL USA, ISAF, NATO) Written Statement- CW2 (b)(3), (b)(6) 
USA, (b)(3), (b)(6) MEDEVAC Pilot in Command r Co C r 1-214 

(49) [ 5//REL USA, ISAF, NATO) Wrinen Statement- CW2 (b)(3), (b)(6) 
USA, (b)(3), (b)(6) , MEDEVAC Co-Pilot, Co C, 1-214 

(5Q) (0//HEL USA, I OAF, NATO J Written Statement- Sgt (b)(3), (b)(6) 

USA, (b)(3), (b)(6) t Medic Co C, 1-214 

(51) (G//REL USftV ISAF, HATOJ Written Statement, Capt (b)(3), (b)(6) 
USMC (b)(3), (b)(6) Company Commander Co A, 2d Re con Bn 

(52) (S//REL USA, ISAF, NATO) Written Statement and Interview Summary- 
HM1 (b)(3), (b)(6) USN, (b)(3), (b)(6) t Navy Corpsman assigned to Co A 
IDC/LPO, 2d Recon Bn 

{53) (U /FOUO) Mortuary Affairs assessment of HN Benjamin Rast 

(54) (U /FOUO) Mortuary Affairs assessment of" SSgt Jeremy Smith 

(55) (U /FOUO) Written Statement and Interview Summary- LCDR (b)(3), (b)(6) 
(b)(3), (b)(6) USN, (b)(3), (b)(6) , Emergency Room Doctor, US Contingent at 
UK Bastion Role 3 Hospital 

[U /FOUO) Preliminary Statement 

1. (U / FOUO) In accordance with reference (a) and the appointment 
memorandum (ENCL 1), this command investigation was conducted to examine the 
circumstances surrounding the friendly fire incident on 6 April 2011 in 
Regional Command-Southwest, Sangin Valley, Afghanistan. All evidence was 
collected in person by the Investigating Officer. All directives from the 
Investigation Convening Authority have been met. 

2. (U /FOUO) No delays were experienced in the performance of this 
investigation. All evidence is considered reliable, and all personnel 
contacted were professional and helpful during the conduct of the 
investigation. All evidence required to complete this investigation has been 
collected except for the final autopsy results, which were requested, from 
Dover AEB (ENCL 3) but were not available by the investigation due date. Per 
reference (a), documents subsequently obtained will be forwarded by separate 
correspondence via the review chain, 

3. (u /FQUQ) The Investigating Officer was assisted by: 

a. (U/FOUO) Deputy Investigating Officer, Major (b)(3), (b)(6) 
(USMC), RC j SW) Air Planner and JTAC. 

b. (U /FQUQ) Major (b)(3), (b)(6) (USAF), MQ-1B Predator Pilot subject 
matter expert- 

c. ( U /FOUO/ Captain (b)(3), (b)(6) (USAF) , DCGS subject matter expert, 

d. (U /FOUO) Lieutenant Colonel (b)(3), (b)(6) (USMC) , Deputy Staff 
Judge Advocate, RC (SW) , legal advisor, 

4. ( U / FOUO ) The investigating officer was able to interview all relevant 
personnel during the course of the investigation. The evidence was collected 
in a series of interviews at Patrol Base Alcatraz, Forward Operating Base 
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Jackson, Forward Operating Base Edinburgh and via phone, interviews with CONuS 
based personnel located in California and Indiana. 

5. (S//REL US A i _SAE, NATO) Materials Reviewed. All personnel involved in 
this incident from Co A, 2d Reconnaissance Battalion, the (b)(i)i.4a crew and 
support personnel, 2nd Platoon, Co A, 1st Bn 23rd Marines,, Army MEDEVAC Crew, 
and Bastion Medical and Mortuary Affairs personnel were contacted and 
statements collected. Additionally, we reviewed the complete (b)(i)i.4a video 
with voice communication included. This comprehensive amount of information 
was thoroughly reviewed to give the investigation team a complete 
understanding of the circumstances surrounding this incident- The pertinent 
items and material have been included as enclosures to this investigation to 
provide the reader a concise understanding of the incident- The excess 
documentation accumulated in the course of the investigation will be retained 
by RC-SW for reference as required. Point of contact for these materials is 
the RC-SW Office of the Staff Judge Advocate (SUA) , SVOI? (b )(2) 

(U /FQUO) Summary of Investigation 

1. <U /FOUO) The Investigation Team provides the fol lowing list of key 
personnel associated with their call signs (End 4) ; 

2nd Lt (b)(3), (b)(6) Platoon Commander of 2nd Pit Co A, 1/23, (In DS of Co 
A, 2d Recon Bn) 

Sgt Squad Leader of 2nd Pit Co A r 1/23, {Road Sweep Team) 

Sgt (b)(3) ' (b)(6) ■ Team Leader of 2nd Pit Co A, 1/23, (Over watch Team) 

Cap t(b)(2)High, (b)(6) Commanding Officer of Co A , 2d Recon Bn 
Capt (b)(3), (b)(6) Executive Officer of Co A, 2d Recon Bn, JTAC 
GySgt (b)(3), (b)(6) Battalion Fires Chief / 2d Recon Bn, JTAC 
Capt Mason Battalion Watch Officer / 2d Recon Bn, JTAC 

(b)(i)i-4a pilot in Command: Capt (b)(3), (b)(6) 196 RS 
Sensor Operator: SrA (b)(3), (b)(6) , 196 RS 

Mission Intelligence Coordinator (MIC) {trainee) : TSgt (b)(3), (b)(6) 
196 RS 

Mission Intelligence Coordinator { trainer) : TSgt (b)(3), (b)(6) 196 RS 
Imagery Mission Supervisor, TSgt (b)(3), (b)(6) 137 IS 

Geospatial Analyst, A1C (b)(3), (b)(6) 137 IS 
Tactical Communicator, SSgt (b)(3), (b)(6) , 137 IS 

MEDEVAC {UH-60} from TF THUNDER 

Pilot, CW2 (b)(3), (b)(6) 

Co -Pi lot t CW2 (b)(3), (b)(6) 

BASTION ROLE 3 HOSPITAL RECEIVING PHYSICIAN : LCDR (b)(3), (b)(6) 

2- (U /r0U0) Map Orientation: 

a. ( U /FOUQ? The germane battlefield geometry on 6 April 2 011 within OP 
BOX NEMESIS within the Upper Sangin Valley (USV) along Rte 611 in 2d Recon 
Bn' s battlespace can best be understood by examining the maps in enclosures 
(5) through (7) . 



b, ( S/REL USA/ 1SAF, NATO) 

(b)(1)! .4a 



4 



(b)(1)1.4a 



SECRET 



SUB J: COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT ON 6 
APRIL 2011 IN REGIONAL COMMAND-SOUTHWEST (RC-SW) 



(b)(1)1.4a 



3. (U /rQUO) Based on the PREDATOR video and conversations with the 
witnesses, the weather had no impact on military operations for 6 April 2011 . 
The ceiling and visibility were unrestricted the entire day. 

4. (U /FOUQ) Summary of Incident: On April 6, 2011 Staff Sergeant Jeremy 
Smith and Hospitalman Benjamin Rast were killed by friendly fire from a MQ-1B 
Predator firing a HELLFIRE missile. The missile functioned properly and 
stuck the target area intended by the commander, however the disposition of" 
ground forces was not known by all involved in the execution of the strike. 
Enemy contact, compartmentalized terrain, and a lack of overall common 
situational awareness led to friendly forces moving to an unanticipated 
position resulting in their targeting as assumed enemy forces. Indications 
and warnings of this pending error were available but unrecognized by the 
ground force commander, higher headquarters command centers and the Predator 
crew. Information was available to the Predator crew that could have 
potentially increased his understanding of the situation but was not 
communicated to the ground force commander or the JTAC, The key shortfall 
was a lack of accurate friendly locations by the ground force. Absent this 
clarity, no unit or person Involved In the strike process could have 
confidently intervened to prevent a tragedy like this. The immediate ground 
force commander was not aware that his force was jjj the vicinity of the 
target area, did not refute the targeting of the area by accurately 
identifying the source of enemy contact, and was unable to use anything other 
than communicated position reports to improve his situational awareness. In 
the final analysis this was the initial and most critical step In a process 
that resulted in the targeting of Staff Sergeant Smith and Hospitalman Rast 
for kinetic engagement. 

L; (S/REL USA, 1SAF, NATO) 2nd Platoon (Pit), Company A, 1st Battalion, 23rd 
Marines (1/23) , in Direct Support of Company A 2d Reconnaissance Battalion 
(2d Recon Bn) , mission was to secure Rte 611 from the (b)(i)i.4a to the (b)(i)i.4a 
northing in order to prevent the enemy from interfering with civilian and 
friendly freedom of movement along Rte 611. 2nd Lt (b)(3), (b)(6) was the 

platoon leader. This unit is known by the call sign (b)(i)i.4a 1 L,ncl 1, 9} 

2. (U /FOUO] That Staff Sergeant Jeremy D. Smith, (b)(6) /.Q313 r U.S. 
Marine Corps, a mobilized reservist on active duty, was the Platoon Sergeant 
of 2nd Pit Co A 1/23. (End 10) 

3, (U /FQUO) That Hospitalman Benjamin D. Rast, (b)(6) U.S. ftavy , a 
mobilised reservist on active duty, was a Navy Corpsman assigned to 2nd Pit 
Co A 1/23. (Encl 11) 
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4. (O/UEL UGA, — znrs f NATG) On 6 April 2011, in the Company A Reconnaissance 
Operations Center (ROC) at FB Alcatraz, Capt (b)(3), (b)(6) was serving as 
fc&6 Company Watch Officer, GySgt (b)(3), (b)(6) was serving as the Company 
JTAC, Sgt (b)(3), (b)(6) was serving as the Radio Operator, and MSq t (b)(3), (b)(6) 

(b)(3), (b)(6) was assisting by plotting friendly /enemy positions on the map board. 
Capt (b)(3), (b)(6) was the Conunanding Officer for Company A- Company A ROC 

is known by the call sign (b)(i)i.4a (End "12, 13, 14} 

5. (S/REL USA, I SAT T NATO) Capt (b)(3), (b)(6) was serving as the Bn Air 
Officer and IstLt (b)(3), (b)(6) was serving as the En Watch Officer in the 2d 
Recon Bn FWD ROC located at FOE Jackson. (Encl 16, 17) 

6. (S/RRL USA, ISAF, MATO) 2nd Fit Co A 1/23 had positive internal Very High 
Frequency (VRF) communications with the Company A ROC and BFT communications 
with the 2d Recon Bn FWD ROC. (Encl 18) 

7. (U/REL USA, — ISAF, NATO) Company A ROC had positive VHF communications 
with MESQUITE, BLESSE 13 and the 2d Recon Bn FWD ROC. The Company A ROC also 
had positive High Performance Waveform (HPW) messaging communications with 
the 2d Recon Bn FWD ROC. (Encl 18 J 

8. (S/REL USAj ISh¥, NATO) 2d Recon Bn FWD ROC had positive VHF 
communications/HPW messaging communications with the Company A ROC and 
mJRC/SIPR/SVOIP connectivity. (Encl IS) 

9. f S/REL USA, — ISAF, MATO) During the event, the 2d Recon Bn FWD ROC and 
Company A ROC were able to view the ISR feed from (b)(i)i.4a (Encl 18) 

10. (S/REL USA, ISAF, NATO) At 072QD* on 2nd Pit, Co A, 6 Apr 11, 1/23 
(b)(i)i.4a departed friendly lines from PB Alcatraz under the command of 2nd 

ft (b)(3), (b)(6) Their mission was to conduct route security operations along Rte 611 
in (b)(i)i.4a within the Upper Sangin Valley (USV) , (Encl 9) 

11. (S/REL UCA> ISAF, NATO) (b)(i)i.4a scheme of maneuver for ehe 6tt of 
April was to proceed north along Rue 611 as a mounted unit with a (b)(i)i.4a 
vehicle section. At a predetermined point ,(b)(i)i.4apassenger s (pax) woi:_ J. 
dismount and sweep through compounds on rhe west side of the 611 directly off 
the road. They planned to operate from the (b)(i)i.4a to tne (b)(i)i.4a northing. (Encl 
9) 

12. (S/REL USAp — ISAF t NATO) (b)(i)i.4a departed friendly lines mounted, with 
(b)(i)i.4a MRAPS (b)(i)i.4a 6x6) f (b)(i)i.4a . & . Ma r mes , (b)(i)i.4a U . S , Sailors, one 
Interpreter (TERP) , and (b )(i)i.4a military working dogs (K9) . (Encl 9, 19, 20) 

13. (S/REL USA, ISAF, NATO) At 075 ID* , Vehicl*)(i)i.4©f r:he (b)(i)i.4a mounted 
patrol struck an Improvised Explosive Device (IED) than resulted in a low 
order explosion (b)(i)i.4a (Encl 4, 20) 

14. (U /FQUQ) (b)(i)i.4a commander elected to proceed to the predetermined 
dismount point since the IED was low order and did not impact (b)(i)i.4a 
mission- The IED explosion caused no damage and no casualties. (Encl 19) 

15. (S /REL UGA, I GAP, NATO) At OB07D*, (b)(i)i.4a dismounted their vehicles at 

(b)(i)i.4a (Encl 20) 



6 

SECRET 



SECRET 



SUB J: COMMAND INVESTIGATION IHTG THE FRIENDLY FIRE INCIDENT ON 6 
APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) 

y§> ( U / FOUQ ) Sgt (b)(3), (b)(6) was the 1st Squad Leader and in charge of 

the dismounted element that was conducting the sweep through compounds on the 
west side of Rte 611. Sgt (b)(3), (b)(6) radio operator was Sgt (b)(3), (b)(6) Sgt.. 

(b)(3), (b)(6) team will be known as the Road Sweep Team (RS Team..). (End 4, 8, 21) 

17. (U /FOUO) Sgt (b)(3), (b)(6) was the team leader that provided west flank 
security for Sgt (b)(3), (b)(6) team. Sgt (b)(3), (b)(6) team was composed of SSgt 
Smith, LCpl (b)(3), (b)(6) and HN Rast - In trace of Sgt (b)(3), (b)(6) team w^rc 
the snipers and Joint Fires Officer (JFO) : Sgt (b)(3), (b)(6) f Cpi (b)(3), (b)(6) 

(b)(3), (b)(6) (JFO) and Sgt (b)(3), (b)(6) . Sgt. (b)(3), (b)(6) team and the snipers will be 
known as the Over Watch team (OW Team}. (End 4, 3, 22) 

18. (S/REL USA, JSAF, NATO) The OW Team's order of movement west into the 
Green Zone, at (b)(i)i.4a was SSgt Smith, LCpl (b)(3), (b)(6) Sgt 

(b)(3), (b)(6) HN Rast, Sgt (b)(3), (b)(6) Sgt (b)(3), (b)(6) Cpi (b)(3), (b)(6) (JFO). (End 21, 22, 
23) 

19. (S/REL USA, ISAFy NATO) At 0820D*, (b)(i)i.4a OW Team, (b)(i)i.4a 
(b)(i)i.4a derived from Sgt (b)(3), (b)(6) commercial GPS, received small arms fire (SAF) 
west to south west from their location. Sgt (b)(3), (b)(6) reported SAF 150 meters 
west to Sgt (b)(3), (b)(6) and then maneuvered to close with the enemy to the west. 
Sgt (b)(3), (b)(6) reported SAF to Lt (b)(3), (b)(6) (End 22, 23) 

20. (S/EEL USA, I SAF, NATO) At Lt . (b)(3), (b)(6)communicated hi s friendly 
dismount team's position 50 meters west of Rte 611 to (b)(i)i.4a via radio 
reflected Sgt (b)(3), (b)(6) position, not the furthest west position of Sgt 

(b)(3), (b)(6) team. ( E nc 1 1 3 ) 

21. -tfr)- At 0827D* , Capt (b)(i)i.4a, (b)(3), (b)(6) directed (b)(i)i.4a to place 
crosshairs (b)(i)i.4a to locate the (b)(i)i.4a vehicle mounted 
element. (End 16, 24) 

22- (G/RSL UCA, NATO) At 08 27C^, (b)(i)i.4a reported that fire 

originated from the northwest and consisted of well aimed SAF shots followed 
by medium machinegun (MMG) fire (b)(i)i.4a This grid was ultimately 

recognized as inaccurate once (b)(i)i.4a was asked to scan there; as it was 
four kilometers west of any friendly position. (End b r 6, 20) 

23. (G/REL UCA, I SAF, NATO) At Q827D+, (b)(i)i.4a directed (b)(i)i.4a to scan 
in the vicinity of (b)(i)i.4a northing along Rte 611. {Encl 24} 

24. (S/REL USA, — I GAT, NATO ) The OW Team continued to move west to close with 
the enemy and sought cover in a canal with an adjacent two foot high wall for 
cover. They then began to move south along the canal. Sgt (b)(3), (b)(6) reported 
his team' s position to Sgt (b)(3), (b)(6) as (b)(i)i.4a (End 22, 23) 

25. (5/REL USA, — I SAF, NATO) Due to the enemy contact, the orcer of movement 
south along the canal had changed to SSgt Smith, HN Rast, LCpl (b)(3), (b)(6) Sgt 

(b)(3), (b)(6) Sgt (b)(3), (b)(6) Set ( b)(3), (b)(6) and Cpi (b)(3), (b)(6) (JFO). (Encl 22, 23, 2b) 
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26. (5/REL USA, I5AF, NATO] Sgt (b)(3), (b)(6) element, the RS Team, with Sgt 

(b)(3), (b)(6) as the Radio Operator, was located in the tree line approximately 2 00 
meters east of Sgt (b)(3), (b)(6) ow Team. (Encl 7, 26) 

27. (fi/REIi USA, T SAF f NATO } (b)(i)i.4a asked, at 082SD* , for the location of 
dismounted elements* (b)(i)i.4a updated the friendly position as (b)(i)i.4a 

(b)(i)i.4a which was Sgt (b)(3), (b)(6) RS Team/ a location. This report of the 
dismounted element's location remained the same up until the kinetic strike 
of the HELLF1 RE . (Encl 20) 

28. 484 At 0831D*, (b)(i)i.4a established visual contact with the friendly 
force mounted element at (b)(i)i.4a (Encl 24, 27) 

29. (S/REL USA, ISflF; NATO) At 0835D*, (b)(i)i.4a passed the following 
friendly positions to (b)(i)i.4a his southern vehicle's location as 41S PR 86947 
62466, and his northern vehicle's location as (b)(i)i.4a (Encl 19, 
20) 

30. (S/REL USA, I£AF, NATO) At 0837D*, (b)(i)i.4a reported "observing all 
friendly forces are on the 611 or just adjacent in that tree line with 
another northern vehicle (vie) at the (b)(i)i.4a southern vie at the (b)(i)i.4a to 

(b)(i)i.4a directed (b)(i)i.4a to "focus around approximate 300 

meter scan to the west of the friendly forces convoy", (b)(i)i.4a directed 

(b)(i)i.4a to "look for personnel possibly moving in the tree lines or moving 
in on friendly forces, and look at the northeast to southwest running tree 
line at approximately (b)(i)i.4a - :I 24) 

31. ! $ ) At 0833D~ f (b)(i)i.4a began to scan for enemy taking cover on the 
west side of the northeast to southwest running tree line (b)(i)i.4a 
(b)(i)i.4a approximately 200 meters west of friendly position on Rte 611- (Encl 
24, 27, 30) 

32. -45+ At 08 40:3 0D + , (b)(i)i.4a picked up three heat signatures in vicinity 
of Building 58. (Encl 7, 24, 27, 30} 

33. Between 0840D* and 0841D*: Distributed Ground Station Indiana (DGS 
IN) reported: 

"friendlies in FOV" 

"personnel were shooting west" 

"disregard" 

"not friendlies" 

^unable to discern who personnel were", {Encl 24, 36) 

34. -fS-J DGS IN did not have Distributed Crew Communications f.DCC) interphone 
capability for the (b)(i)i.4a mission. (Encl 28, 365 
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35. (B) The DGS IN Geospatial Analyst could not positively identify the 
personnel as friendly forces. He then sought guidance from his supervisor 
and retracted his statement in mIRC by typing: "unable to discern who 
personnel were". {End 29) 

36. -+S+ At 0841:12D* r (b)(i)i.4a pilot, Cap^ (b)(3), (b)(6) saw muzzle flashes IVO 

(b)(i)i.4a and immediately passed this observation to (b)(i)i.4a over 

the radio. The Company A ROC then reported this information no (b)(i)i.4a via 
VHF communications. (Enci 20, 24, 30) 

37. (S/REL USA, ISAF, NATO) (b)(i)i.4a pilot believed, the direction of fire 
was east towards the (b)(i)i.4a mounted element on Rte 611, but he never passe 
that assessment to the JTAC or the rest of the crew. (.Encl 30) 

38. (' 0/HLL UOA, I BAT, NATO! The (b)(i)i.4a pilot did not see the direction o 
fire assessment from DGS IN in mIRC chat which stated: "personnel were 
shooting west". (Encl 24, 30} 

39. (C/REI QGA, ICAF, NATO) At 0841:430% Co A 2d Recon Bn JTAC f (b)(i)i.4a 
passed the following 9-line to BLESSE 13: "Type 2, bomb on target 1,2, 3 
from overhead, line 4 3CDC, enemy fighting position, (b)(i)i.4a none, eas 
200 f egress back to the overhead. Advise when ready for remarks." The 9- 
iine was broken down as follows: 

"Type 2" Close Air Support (CAS) 
"Bomb on Target" 

1 , IP/2 . Heading /3 ■ Distance- "From Overhead" 
4 . ELlevation - "3000" 

(b)(1)1.4a 

6 - Target location - (b)(i)i.4a 

7. Type mark - "none"" 

8. Friendly location - "east 200" 

9. Egress - "egress back to the overhead" 

"Advise when ready for remarks" (Encl 24, 27 , 31, 32) 



40. -f&f At 0842 :08D*, (b)(i)i.4a MIC posted "possible muzzle flashes" in the 
main mIRC chat room. {Encl 24) 

41. -+S-)- At 0842 : 15D* , (b)(i)i.4a pilot read back 9-line information to (b)(i)i.4a 
(b)(i)i.4aand transmitted "ready for restrictions and remarks". (Encl 24) 

42. At 08 42D*, (b)(i)i.4a MIC trainee, TSgt (b)(3),(b)(6) called, 
over his trainer/ supervisor , TSgt (b)(3), (b)(6) for assistance due to the 
escalation of events and told the MIC trainer that he assessed, the direction 
of fire was towards friendly forces. (Encl 33, 34) 

43. (S/REL USA, ISAF, NATO) At 08 43D* (b)(i)i.4a passed to (b)(i)i.4a remark 
"final attack heading south to north, ROE 421-422, standby ground commander 
call sign". {Encl 24, 27 r 32) 
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44. (5/REL USA, ISAF, NATO) The (b)(i)i.4a pilot responded to (b)(i)i.4a 
"requesting north to south final anacK heading", and read back u ROE 421-422, 
ready for ground commander's call sign," {Enci 24, 32) 

45. (6/REL USA/ ISAF, KATO) At 0843D*, (b)(i)i.4a informed (b)(i)i.4a "enemy has 
been located southwest of Building 58" and indicated intent to engage oy 
telling (b)(i)i.4a to "Get your guys down - Danger Close". (Encl 20, 31) 

46. (S/REL USA* — ISAF, — NATO) 2nd Lt (b)(3), (b)(6) fold his platoon about the amp ending 
strike saying, "Get behind cover and report back". (Encl 19, 35) 

47. (S/REL USA, — ISAF, NATO) Sgt (b)(3), (b)(6) informed those members of his team 
close to him to take cover and passed the word via radio to the remainder of 
the force. He then reported to Lt (b)(3), (b)(6) that all forces had taken cover. (Encl 
35) 

48. -f-S-h At 0843 : 26D* , the (b)(i)i.4a Mic posted (b)(i)i.4a into the main 
mIRC chat room because (b)(i)i.4a had passed a 9-line. This is in accordance 
with direction from a unit-level weapon employment checklist. (Encl 24, 33, 
34, 36) 

49. -f-S-j- From the moment (b)(i)i.4a was passed in mIRC, the (b)(i)i.4a pilot, 
focused on two things: communications with (b)(i)i.4a and keeping the aircraft 
in position. (Encl 30) 

50. (G/REL USA , I GAP, NATO) At 0843, (b)(i)i.4a confirmed disposition of 
ground forces with (b)(i)i.4a (Encl 24) 

51. -hS+ The members of the DGS IN understood that during (b)(i)i.4a 
operations they were to adopt a non-interference role, unless they observed 
an imminent LOAC violation or women and children were observed in the sensor 
field of view. (Encl 28, 29, 37, 38, 39, 40) 

52. -f-S+ At 0845:520*, The DGS IN Imagery Mission Supervisor (IMS) instructed 
the tactical communicator (TACOM) to open the private chat with the MIC 
because, after reviewing the video feed, the DGS IN assessment continued to 
be that the targeted personnel were shooting to the west and the friendly 
convoy was positioned to the east. DGS IN brought up a private chat window 
with (b)(i)i.4a MIC reiterating that "personnel in FOV are shooting towards 
the west and that the convoy was to the east". (Encl 24, 37 , 4 0} 

53. -f&t The information from the private chat regarding the direction of 
fire of personnel in field of view (FOV) was never passed to the pilot or 
sensor operator by the MIC trainee or trainer. The MIC trainee and trainer 
both acknowledged receiving the private chat and indicate that at this point 
they realized they needed to review their own assessment. (Encl 33, 34} 

54. -pjr At 0847:540*, (b)(i)i.4a MIC responded to the DGS IN private chat 
with the request to "double check coordinates". (Encl 24) 
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55. (S/REL USA, — IShF , NATO} At 0848 : 5sD* , (b)(i)i.4a passed ground commanders 
callsign as (b)(i)i.4a &fift (b)(i)i.4a p&Lofa indicating he was ready for 
immediate strike. (End 24} 

56. H-S+ At 0849:26D*, DGS IN responded l.o (b)(i)i.4a MIC private chat and 
confirmed the coordinates posted in the main chat window were the same for 
the individuals in current FOV, (b)(i)i.4a (Encl 24) 

57. -fSi At Q85QD*, (b)(i)i.4a MIC responded back to private chat stating that 
"distance is off". The MIC trainee was directed by the MIC trainer to type 
in "distance is off." The MIC trainer indicated that he meant to say 
"direction is off". The statement was never corrected- {Encl 24, 33, 34) 

58. {S/ilEL USA, ISAF, NATO) At 085QD*, (b)(i)i.4a gave (b)(i)i.4a "cleared 
hot" indicating he gave (b)(i)i.4a permission to fire the HELLFIRE , (Encl 24} 

59. (S/REL USA, ISAF , NATO) Sgt (b)(3), (b)(6) requested Cp". (b)(3), (b)(6) io look at 
Grid Reference Graphic (GRG) for Building 58; Cpl (b)(3), (b)(6) replied that 
"Building 58 is the wrong building". The HELLFIRE impact occurred prior to 
Sgt (b)(3), (b)(6) ability to communicate this information to (b)(i)i.4a (Encl 22, 

m 

60- (S/REL USA, ISAF, NATO} The OW Team took cover. Sgt (b)(3), (b)(6) got the 
majority of his OW team down in the canal. SSgt Smith (the southernmost 
person in FOV) and HN Rast {the northernmost person in FOV} took cover 
utilizing a prone position. {Encl 27) 

61. -f-S-) At 0851 : 37D*, (b)(i)i.4a pilot called (b)(i)i.4a time of flight 17 
seconds" indicating that the HELLFIRE missile xvas launched front the Predator. 
(Encl 24) 

62. (S/REL USA; ISAF^ NATO) (b)(i)i.4a passed "17 seconds" to (b)(i)i.4a 
(b)(i)i.4a passed "17 seconds" to dismount teams, RS Team and OW Team. (Encl 

13, 19, 35} 

63. (S/REL USA, — ISAF, NATO] Sgt (b)(3), (b)(6) passed to his OW Team "17 seconds" 
then the HELLFIRE immediately impacted. (Encl 22) 

64. 4S-) At 0851 :56D*, (b)(i)i.4a pilot called "splash" indicating that, the 
HELLFIRE missile had impacted the target. (Encl 24, 27) 

65. {S/REL USA, ISAF/ NATO ) At 0852D*, Sgt (b)(3), (b)(6) called "cease fire" on 
radio and moved from his covered position to assess SSgt Smith and HN Rast. 
Sgt (b)(3), (b)(6) assessed SSgt Smith as Friendly Killed in Action { FKIA) and HN 
Rast to have mortal wounds based on no pulse and massive blood loss. Sgt 

(b)(3), (b)(6) saw a large penetrating head wound behind the right, ear of HN Rast. 
(Encl 22, 27) 

66. (U /FQUQ) At. 8 52D*, (b)(i)i.4a received reports from (b)(i)i.4a that 
HELLFIRE may have struck two friendly personnel and that he planned to 
evacuate casualties to PB Alcatraz. (Encl 20) 
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67. (S/riDL UGA, iCAF, NATO) At afSSjB*, Sgt (b)(3), (b)(6) and the RS Team, HM2 
(b)(3), (b)(6) and Sgt (b)(3), (b)(6) arrived at the HELLFTRE strike, location. [End 27) 

68. (lJ /FOUO) HM2 (b)(3), (b)(6) confirmed SSgt Smith as FK1A and began to 
work on HN Rast. He established a light puise on HN Rast and began rescue 
breathing. (Enci 42) 

69. (S/REI. USA, 1SAF, NATO) After Lhe HELLFIRE strike, the OW Team oegan to 
receive sustained, enemy contact, (End 22, 23, 42) 

70. (U/ FQUO) At 085 due to enemy SAF, the OW Team moved HN Rast to cover 
behind a wall and continued working on him for approx 2 0-30 minutes. HM2 

(b)(3), (b)(6) was able to restore HN Rast' S breathing for a short period of time. 
(Enci 27, 42) 

71. { U /FOUO) HM2 (b)(3), (b)(6) continued, to search HN Rast for wounds and 
discovered a penetrating head wound behind his right ear and decided that HN 
Rast must be evacuated immediately back to the vehicles, (Enci 42, 43) 

72. ( u /REL U5A, ISAF, NATO) At Q9Q9DS (b)(i)i.4a reported being engaged with 
enemy indirect fire from the east. {Enci 20, 42, 44, 45) 

73. ( 5 / REL USA, 1 0AF f NATO) At (b)(i)i.4a A MEDEVAC 9-line was passed from 
(b)(i)i.4a to (b)(i)i.4a as well as communica t inq the location of a Hasty LZ (HLZ) 

east of 623 northing, (b)(i)i.4a reported one CAT C (routine) and one CAT A 
(urgent) . (Enci 20) 

74. (S/REL USA, I SAF, NATO) At (b)(i)i.4a directed (b)(i)i.4a to try to 
evacuate casualties via vehicles to PB Alcatraz. (Enci 20) 

75. (S/REL USA, I CAT, NATO) At (b)(i)i.4a requested a MEDEVAC- Loc, 
(b)(i)i.4a 'LZ (b)(i)i.4a ( PE Alcatraz's HLZ) f two urgent casualties •:, CAT A) , 

HR4233 { HN Rast) sustained injuries; blast, concussion and in/out of 
consciousness, A5(b)(i)i.4a [SSgt Smith) sustained injuries; blast, fragmentation 
and blood loss. {Enci 46, 47) 

76. ( Z / REL UGA, IGAF, NATO) At (b)(i)i.4a , RC (SW) Personnel Evacuation 
Coordination Center ( PF4CC ) recommended sending the two urgent casualties to 
Bastion with (b)(i)i.4a (MEDEVAC) - (End 46) 

77. (G/RCL UGA, IGAF, NATO) At (b)(i)i.4a took off from FOB Edinburgh. 
(End 47) 

78. (0/REL UGA, — IGAF, NATO) (b)(i)i.4a arrived overhead PB Alcatraz with 
(b)(i)i.4a (AH-1W) as escort. (Enci 46) 

79. ( G/TtCh USA, I SAF, NATO) At (b)(i)i.4a reported enemy SAF from the 
north. (Enci 20) 

80. j U /FOUO ) It took appro ximateiyb)(i)i.4aminutes to move the casualties to the 
mounted element's location on Rte 611. This delay was due to various reasons: 
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the transport of casualties, difficult terrain, and sporadic enemy SAF. (End 
23, 42, 43) 

31. j U /FQUQ ) After getting back to the vehicles RM2 (b)(3), (b)(6) reassessed HN 
Rast and confirmed him as FKIA. (Encl 42) 

82. (U /FOUO) At (b)(i)i.4a confirmed to (b)(i)i.4a - n st he had two FKIA. 
(Encl 20 J 

83. ( D /REh USA, I5AF, NATO) At (b)(i)i.4a transmitted to (b)(i)i.4a and 
2d Recon RGC that there were now two FKIA. (Encl 46, 48, 50) 

84. (S/REL USA, I SAF j NATO | At (b)(i)i.4a requested a quick reaction 
force (QRF) from (b)(i)i.4a directed QRF to secure Rte 611 for (b)(i)i.4a 
MEDEVAC . (Encl 14, 19, 51} 

85. (S/REL USA, I SAP, NATO) (b)(i)i.4a reloaded the mounted, element (b)(i)i.4a 
(b)(i)i.4a [Encl 23) 

86. (G/REL F JGA, ICAF, NATO) At (b)(i)i.4a the QRF (A3) departed friendly lines 
to secure 611 in support of (ISO) the MEDEVAC. (Encl 20) 

87. { G/fiEL USA, I OAF, NATO) At (b)(i)i.4a departed the area of 
operations for PB Alcatraz south on Rte 611. (Encl 20) 

88. (S/REL USA, ISAF, NATO) At (b)(i)i.4a arrived at PB Alcatraz. 
(Encl 20) 

89. (S/REL USA, I SAF, NATO) At (b)(i)i.4a landed at FB Alcatraz. (End 
47) 

90. (U /FOUO) HM1 (b)(3), (b)(6) Co A 2d Recon Bn corpsman, pronounced HN Rast as 
FKIA. Official time of death was reported as 1024D*. However, in HM1 

(b)(3), (b)(6) statement he erroneously recalled time of death as 1054D*. (Encl 52, 
53) 

91. (U /FOUQ) HM1 (b)(3), (b)(6) pronounced SSgt Smith as FKIA. Official time of death 
was reported as 1025D*. However, in HM1 (b)(3), (b)(6) statement he erroneously 
recalled time of death as 1055D*. (Encl 52, 54) 

92. (S/REL OSA, l£AF f NATO) At (b)(i)i.4a took off at PB Alcatraz 
enroute to Bastion. (Encl 47) 

93. (S/REL USA, I SAF, NATO) At (b)(i)i.4a landed at Bastion Role 3 
Hospital. (Encl 47) 

94. (U/FOUO) At (b)(i)i.4a LCDR (b)(3), (b)(6) Emergency Room Doctor, received 
the two FKIA at Bastion Role 3 Hospital. (Encl 53, 54, 55} 

95. j U /FOUQ ) HN Rast sustained fragmentation wounds to ehe right side of his 
body including his right arm, shoulder and back. There was a large 
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penetrating wound to the right side of his head behind the right ear. (End 
53, 55} 

96. ( U /FQUQ) SSgt Smith sustained massive blast injuries to the head and 
face. Additionally, there were f ra gmentation wounds to all four extremi ties . 
fEncl 54, 55) 

97. (U /FOUQ) The injuries that HN Rast and SSgt Smith sustained were not 
survivable, regardless of medical care rendered in the field, during 
evacuation or In a hospital setting. (Encl 53, 54, 55) 

98. { U / FQUQ ) In summarizing the key events related to this incident the 
following timeline is provided: (Encl 9, 20, 22, 23, 24, 27, 46, 47, 52-54) 



Q720D* bii4a Mparts friendly lines 

08070* dismounts at objective area 

Q82QD* Initial enemy contact 

G827D+ directed to scan objective area for enemy 

Q840D* (b)(1)1 ' 4a identifies 3 personnel in vicinity of building 58 

0841: I2D* Muzzle flashes observed by (b)(i)i.4a from 3 personnel 

0841:430* Co A 2d Recon JTAC passes 9-line CAS request 

08 42D* Muzzle flashes again observed by (b)(i)i.4a 

0849D* Co A 2d Recon passes ground commander's call sign 

085 ID* HELL FIRE impact 

0852D* (b)(i)i.4a indicates possible friendly casualties 

855D* Additional medical personnel arrive point of impact 

D* (b)(i)i.4a submit casualty report for 1-urgent and 1-routine 

D* Co A 2d Recon request evacuation of 2-urgent casualties 

starts ground movement of casualties to vehicles 

D* (b)(i)i.4a reporr.s additional enemy contact 

(b)(1)1.4a 

D* Casualties arrive at vehicles. (b)(i)i.4a reports 2-FK1A 

D* vehicles en route to PB Alcatraz 

D* (b)(i)i-4a ve hicles arrive PS Alcatraz 

D* (b)(i)i.4a lands at PB Alcatraz 

1Q24/1025D* HM Rast and SSgt Smith officially declared FKIA 

D* takes off from PB Alcatraz 

(b)(1)1.4a^. (b)(1)1.4a , n _ , _ rT , _ 

D* lands at Bastion Role 3 Hospital 



(U/F9ge> OPINIONS 

I- (G/REL TO ' UCA, IBM', NATO) Staff Sergeant Smith and Hospitalman Rast 

were mobilized reservists on active duty conducting combat operations against 
the enemy in the Upper Sangin Valley (USV) on April 6, 2 011 when they were 
erroneously engaged by a Predator launched H2LLFIRE missile in the vicinity 
of (b)(i)i.4a fIVO Compound 58 , (b)(i)i.4a Sector J . ( FF 1 , 2 , 3, 10 r 11, 17 , 

25, 39, 55, 58, 60, 65, 68, 81, 90, 91 , 94, 95, 96, 97'! 

2. (U /FOUO) Staff Sergeant Smith's death occurred in the line of duty and 
was not due to his own misconduct, (. FF 1, 2, 10, 11, 17, 25, 65, 68, 91, 94, 
96, 97) 
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3. ( U /FQUO) Hospitalman East's death occurred in the line of duty and was 
not due to his own misconduct. {FF 1, 3, 10, 11, 17, 25, 65, 68, 81, 90, 94, 
95 r 97) 

4. j U /FQUO) All personnel involved in the kinetic srrike that killed SSgt 
Smith and HN Rast were attempting to execute their combat duties 
appropriately and were not culpably negligent, or derelict in their duties. A 
lack of comprehensive situational awareness between command echelons within 
the ground force, the Joint Terminal Arrack Controllers (JTAC) and the 
Predator crew led to the engagement of coalition forces by coalition fires. 
(FF 4-9, 11, 15-25, 27-31, 32, 33, 36, 37, 39 42, 43, 45, 46, 49, 50, 52, 54, 

57, 59, 6C, 63, 65, 67, 70, 71, 73, 75, SO, 81, 89, 92, 93, 94-97} 

5. (C/REL TO USA, I&AF , NATO) The on-scene ground commander (2nd Lt (b)(3), (t>)($ 
lacked a complete understanding of the planned and actual disposition of his 
forces, the origin of enemy fires, and the risk posed by the impending 
HELLFIRE strike. This prevented him from increasing the situational awareness 
of others involved in the kineric strike process and also prevented him from 
aborting the strike due to an unacceptable risk to his men. (FF 10-12 r 16, 
17, 19, 20, 24, 26, 27, 29, 45-47, 59) 

6. (S/REL TO uGA, — IGAF, — NATO ) The on-scene commander f s scheme of maneuver 
envisioned a single dismounted maneuver element. The dismounted element 
leader, Sgt (b)(3), (b)(6) planned for an independent maneuver element {satellite 
patrol) that would over watch his western flank. Terrain and enemy contact 
eventually resulted in this over watch element being located approximately 
200 meters west of the remainder of the dismounts in the vicinity of compound 

58, A lack of awareness of this plan, and absent clear combat reporting, that 
highlighted it, prevented 2nd Lt (b)(3), (b)(6) f rom recognizing the potential danger 
of conducting a kinetic strike in the vicinity of compound 58. The lack of 
clearly communicated combat reports from Sgt (b)(3), (b)(5) and Sgt (b)(3), (b)(6) did not 
allow the on-scene commander to improve his situational awareness during the 
course of combat actions. (FF 10-12, 16, 17, 19, 20, 24, 26, 27, 29, 45-47, 

59, 60, 62, 63, 65, 67, 70) 

7. ( S/REL TO USA, ISAF, NATO) The JTAC, (b)(i)i.4a (GySgt (b)(3), (b)(6) felt 
tha^ he was engaging a validated enemy firing position. (b)(i)i.4a bad 
indications of muzzle flashes from a covered position 200 meters west from 
Rte 611. The muzzle flashes were interpreted as hostile action. (b)(i)i.4a 
requested friendly locations on multiple occasions. (b)(i)i.4a believed that 
all friendly forces were either on Rte 611 or In close proximity TO Rte 611* 
Based on all information given, (b)(i)i.4a believed without a doubt to have 
positive identification of an enemy position firing on friendly forces along 
Rte 611. (FF 20, 23, 27, 28, 30, 36, 39} 

8. (S/R5L TO USA; — ISAF, MflTQ) (b)(i)i.4a did not use his Joint Fires 
Officer (JFO) effectively. The JFO, Cpl (b)(3), (b)(6) was recently added to 
1/23' s platoon and was not fully integrated into the day's mission as a JFO. 

(b)(i)i.4a did not get. to train or operate with the new JFO addition. Had the 
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JFO been integrated with 1/23 before they began operations in the USV, and 
been used effectively, this could have potentially increased the situational 
awareness of the Platoon Commander and the JTAC, (b)(i)i.4a (FF 17, 18, 25, 
29, 46) 

9. (G/RCL TO USA, — I CAT, — NATO) The positional relationship between 
friendly forces and enemy forces, perceived and confirmed through actual 
contact, was never clearly understood by all involved in this incident. The 
over watch team knew where the enemy was located through direct conlacL and 
never assumed any other position would be struck with fires- The JTAC , (b)(i)i.4a 

(b)(i)i.4cend (b)(i)i.4a crew perceived the enemy to be located in the vicinity of 
compound 58 based on observed muzzle flashes from that location and assurance 
from the ground force that friendly forces were located on or within 50 
meters of Rte 611* This resulted in an erroneous request from Co A, 2d Recon 
En to attack friendly personnel that the on scene commander was not able to 
refute. (b)(i)i.4a should have asked the friendly force engaged in the small 
arms fight to provide some type of secondary means of validating the enemy's 
position U-e- smoke, mark)- ( FF 10-20, 22, 24-33, 39, 45, 46, 50, 55, 59, 
60, 65) 

10. (S/REL TO UGA, — I SAP, NATO) The use of grids and GRG reference points 
(e.g. building 58) made complete situational awareness difficult for the 
ground force. The dismounted element was reporting grid position and those 
planning the strike were using grids as well as GRG references. The ground 
force did not correlate the two until immediately prior to the impact of the 
HELLFIRE, realizing too late that they were at the targeted location. (FF 13, 
15, 18, 19, 20, 22, 28, 29, 30, 39, 45 r 59) 

11. {S/REL TQ USA, ISAF, NATO) The ground force, specifically the over 
watch team, had been in direct contact with the enemy, positively knew the 
enemy location, and never assumed that any other position other than the area 
they were taking contact from r approximately 300 meters west of compound 58, 
would be engaged. They were unable to clearly report this so the position of 
the enemy, with respect to the over watch team and compound 58, was not 
understood by all. (FF 17 r 18, 19, 20, 22, 24, 25, 27, 59) 

12. (U /FOUO) The adaptation to enemy tactics that presents fleeting targets 
for engagement resulted in a speed of kinetic strike process that made the 
development of complete situational awareness more challenging. (FF 19, 32, 
36, 39, 40, 55, 58, 61, 62, 64, 65) 

13. -fS+ The (b)(i)i.4a crew's execution of a close air support HELLFIRE 
strike in support of the ground force commander was procedurally correct, I AW 
J? 3-09.3. The HELLFIRE launched by the (b)(i)i.4a crew functioned properly 
and precisely struck the desired target requested by (b)(i)i.4a and approved 
by (b )(i)i.4a (FF 30, 41, 44, 48, 55, 58, 61, 64) 

14. (S) The lack of Distributed Crew Communications (DCC} interphone 
capability for the (b)(i)i.4a mission hindered the DGS IN' s capability to have 
increased situational awareness of the tactical situation. DCC would have 
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allowed the DGS IN crew to hear the developing CAS situation and to be aware 
of what callout information had been passed over the radio to (b)(i)i.4a (FIT 
34, 36, 37 r 38, 39, 43, 53, 55, 58, 61) 

15. — Upon receipt of a priv ate chat from DGS IN with a conflicting 
assessment of the direction of observed fire, the MIC should have immediately 
notified the (b)(i)i.4a pilot- This would have enabled the pilot to relay 
that assessment to the ground force commander for additional consideration. 

j FF 52, 53} 

16. -f-S-) — After the Online passa ge-, (b)(i)i.4a operations in mIRC chat 
impeded the passage of a critical assessment regarding direction of fire to 
the (b)(i)i.4a Pilot- As executed, this prevented the (b)(i)i.4a and ground 
commander from being made aware of this assessment. (FF 48, 51, 52, 53) 

17. -ffr) After DGS IN confirmed that their assessment of the target's 
direction of fire away from friendly forces on Rte 611 had been verified as 
accurate through review of the video feed, DGS IN should have been more 
assertive with their assessment, to include repeating their assessment in the 
main cha t room . DGS IN should have persisted with their assessment until the 

(b)(i)i.4a crew either accepted or reiut.ed their assessment. (FF 33, 51, 52, 
54, 56, 57) 

18. -f-S-)- The rapid pacing of the CAS engagement, from initial target 
acquisition to weapon release, hampered efforts by the (b)(i)i.4a MICs to 
independently verify DGS IN' s conflicting assessment concerning the direction 
of fire and achieve comprehensive situational awareness. (FF 24, 42, 52, 53, 
54, 56, b/, bH, 61) 

19. -+&} Regardless of the direction of fire assessment as % 'away from 
friendly forces" called by the DGS IN crew, rhe (b)(i)i.4a crew would have 
proceeded with the HELLFIRE strike execution due to their perceived high 
situational awareness of friendly and enemy force disposition, based on 
position reports from (b)(i)i.4a and observation provided through (b)(i)i.4a 
(FF 20, 277-^, 29, 30, 37, 50) 

20. if the (b)(i)i.4a crew would have confirmed the DGS IN assessment 
concerning — Lhtd direction of fire away from friendly forces and passed that 
information on to (b)(i)i.4a would have proceeded with HELLFIRE 
strike execution due to his misperception of friendly and enemy force 
disposition"; Based or. position reports from (b)(i)i.4a (FF 20, 27, 29, 30, 50, 
53, 57) 

21. t tJ /FOUO) The number and severity of wounds of the casualties was 
confused in the reporting process. The initial report of casualties from the 
on-scene commander was one urgent ( HN Rast) with reported injuries as 
concussion, in and out of consciousness and one routine (SSgt Smith} with 
reported, injuries as fragmentation and blood loss. SSgt Smith was upgraded to 
urgent by Co A 2d Recon Bn based upon the description of his injuries when in 
reality his wounds were instantly fatal. His FKIA status was not reported as 
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such due to the reluctance to broadcast a FKIA on the radio during an ongoing 
engagement. This resulted in CO A, 2d Recon Bn requesting MEDEVAC for two 
urgent casualties, (FF 73, 74 , 75, 76) 

22. (fl/REL TO UQA, I OAF, NATO) The decision by the on scene commander to 
ground evacuate the casualties to a secure HLZ at PE Alcatraz was 
appropriate . Continued enemy contact after the HELLFIRE strike and the 
ultimate determination that both casualties had died of wounds made a point 
of injury evacuation impractical. (FF 65-83, 33, 92) 

23. (0/RCL TO UGA, I GAP, MTO) The requirement for (b)(i)i.4a to loiter 
overhead in the vicinity of PB Alcatraz was due to their launch prior to 
completion of the ground movement of the casualties to the intended HLZ « The 
initial MEDEVAC request was sent by Co A, 2d Recon Bn with the instructions 
that the aircraft should not be launched until ground evacuation was 
confirmed by the ground force. The identification of two urgent casualties 
led to the procedurally automatic launch of the MEDEVAC aircraft. (FF 73-78 , 
30, S3, 85, 87, 88, 89, 92} 

24. (U/PQUO) The medical care and evacuation process provided to SSgt Smith 
and HN Rast was adequate and timely. No level of care or earlier provision of 
care would have prevented their wounds from being fatal. Enhanced field 
medical care was provided within five minutes of injury and continued for HN 
Rast up until the time he died of wounds- (FF 95, 96, 97) 

{TJfiPG&W RECOMMENDATIONS 

1. ( U / FQU0 ) Elements of this incident should be expeditiously declassified 
and released to the forces in order to inform the training process of future 
deploying units. The following issues should be addressed: 

a. (U /FOUQ) The early and proper integration of fire support enablers 
{JTACs and JFOs) . 

b. (U /FOUO) Maintenance of friendly and enemy disposition in a dynamic, 
distributed tactical environment. 

c . (U / - FOUQ> We apone e r ing and target precedence in a nontraditional 
tactical environment . 

d. (U /FQUO) Integration of Predator- in both ISR and kinetic roles. 

e. (U / - FQU0) - Position reporting in a distributed tactical fight. Single ox- 
dual point reports are inherently inaccurate. Units must monitor lead, 
trail position with associated left and right lateral limits for the 
friendly force. 

2. {Q/REL TO UGA, — I GAF , NATO ) All infantry units deployed to Afghanistan, 
despite anticipated tasking, ISO OEF should be tasked and organized with the 
appropriate amount of JTACs and JFOs . Units should integrate and train in a 
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combined arms environment: with fully qualified JTACs and JFOs before arriving 
in CENTCOM AOR. This would enable any infantry unit the flexibility to 
perform multiple missions. 

3. (3/HEL TO USA, I GAT, NZ'.TO ) When conducting ''Type 2" CAS utilizing a 
Remotely Piloted Aircraft (RPAJ operating under a JTAC not collocated with 
friendly ground forces, every attempt should be made to differentiate between 
friendly and enemy ground positions during a danger close/near danger close 
Situation, The JTAC should request ground forces engaged with enemy forces 
visually identify friendly (b)(i)i.4a 

(b)(1)1.4a 

4. ( U /FOUO) During any delay in extraction of casualties to a low threat 
environment, MEDEVACs should reposition to a secure landing 2one to reduce 
the transit time and extend the MEDEVAC aircraft's time on station- 
s' (S/REL TO USA, ACGU) The implementation of the Distributed Crew 
Communications (DCC) capability needs to be completed at. all DGS locations. 
An interphone capability between the DGS Mission Operations Commander and the 
Mission Control Element (MCE) for purposes of transmitting/receiving crew 
communications and monitoring aircraft ARC-210 will give the DGS analysts 
much better situational awareness, especially during a potential kinetic 
event. Giving the DGS Mission Operations Commander a transmit capability is 
especially important in the event that mIRC is inoperable, and/or a critical 
assessment is unacknowledged by the MCE. However, specific TTP's for DCC 
transmit capability first need to be developed to enable effective voice 
communications from the DGS to the MCE . Had DGS IN been DCC capable during 
this particular mission, the increased situational awareness from the 
interphone receive capability would have, at the very least, given them much 
better insight into the rapid sequence of events leading to the kinetic 
strike. Additionally, had the DGS IN Mission Operations Commander had a 
transmit capability to the MCE, DGS IN could have ensured that the entire 
BLESSE 13 crew immediately received their conflicting assessment regarding 
the direction of fire away from friendly forces - 

6. (S/REL TO USA, ACGU) (b)(i)i.4a guidance in the AFT TP 3-l.DCGS, Chapter 
4, 4.3.12.3.2 - 4.3.12.3.4., needs to be clarified. The paragraph that 
references (b)(i)i.4a mission critical information needs to specifically 
direct that if any perceived imminent LQAC, ROE, or Fratricide event is 
perceived, the DGS will immediately post that information in the main mIRC 
mission room. As the section is currently written, that information should be 
whispered to the MIC in a private chat. Limiting such important information 
to a private chat does not give enough visibility to the other key personnel 
in the (b)(i)i.4a and it creates an unnecessary layer of one-on-one 
communication from the DGS to the MIC. 

7. -f-S+ Unit level MQ-1 and MQ-9 guidance regarding (b)(i)i.4a operations 
should be revised. Currently, (b)(i)i.4a initiation is a directive checklist 
item to complete upon 9-line passage, regardless of the tactical situation. 
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NIC Weapons Employment checklists should be changed ic direct (b)(i)i.4a 
initiation on an "as required." basis during a kinetic engagement. This 
change will allow the crew to reserve (b)(i)i.4a initiation for situations 
when non-essential chat impedes effective strike execution. 

8. (U / JQUQ) Second Lieutenant (b)(3), (b)(6) should be formally counseled by his 
immediate chain of command concerning the following issues stemming from this 
incident : 

a. (U /FQUQ) The requirement for him to have a complete understanding of 
the situation on the ground, to accurately communicate that to o triers, 
and to actively participate in actions taken to support his unit. 

b. ( U /FQUQ) The requirement to conduct pre-mi ssion briefs and rehearsals 
that makes the planned subordinate scheme of maneuver clear. 

c. [ U /FOLFO) The requirement to rehearse communications procedures and the 
combat reporting process to ensure accurate and timely sharing of key 
information, 

d. (U /FOUO) The requirement to combine information reported by radio with 
personal observation to ensure comprehensive understanding of the 
situation . 

e. (U /I'OUO) The requirement to fully integrate and rehearse employment of 
JFOs in support of missions in order to allow supporting fires to be 
requested at his initiative and enhance his understanding of actions on 
the battlefield, 

9. j U /FQUQ) Sergeant (b)(3), (b)(6) should be formally counseled by his immediate 
chain of command concerning his requirement to adequately communicate his 
planned scheme of maneuver to the commander. Additionally, his requirement to 
communicate the status of ongoing actions to enable development of 
comprehensive situational awareness by all who are in support of his unit. 

10. (U /FQUQ) Sergeant (b)(3), (b)(6) should be formally counseled by his 
immediate chain of command concerning his requirement to communicate the 
status of ongoing actions to enable development of comprehensive situational 
awareness by all who are in support of his unit. 

11. (U /FQUQ) HM2 (b)(3), (b)(6) and Sgt (b)(3), (b)(6) should be commended for their 
extraordinary efforts to aid HN Rast. After the HELLFIRE strike they 
immediately rushed from the vehicles on Rte 611 to the casualties covering 
over 200 meters of rough, contested terrain arriving at their side in less 
than 5 minutes. They instantly assessed the casualties and acted to stabilize 
HN Rast for evacuation. They moved him to cover, restored his airway, and did 
a thorough wound assessment during which they discovered that HN Rast had 
suffered a mortal head wound. Undeterred, they prepared him for movement and 
led the unit effort to again traverse the 200 meters of rough terrain with 
two casualties and in the face of continuing enemy contact. The fact that HN 
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Rast eventually succumbed to his wounds doss not diminish the bravery, 
camaraderie, and medical skill displayed by HM2 (b)(3), (b)(6) and Sor. (b)(3), (b)(6) 



(b)(3), (b)(6) 

(b)(3), (b)(6) 

Colonel, USMC Mai or, USMC 



(b)(3), (b)(6) (b)(3), (b)(6) 

(b)(3), (b)(6) 

Captain, USAF Major, USAF Lieutenant Colonel, USWC 
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United Smtes forces-Afghanistan 
Kabul. Afghanistan 
APO AE 09356 

CDR USFOR-A 9 A P ril 20 1 1 

MEMORANDUM FOR COLONEL (b)(3), (b)(6) USMC 

SUBJECT: Command Investigation into the Friendly Fire Incident that Occurred on 6 April 
201 1 in Regional Command-Southwest (RC-SW) 

1 . Reference JAG INST 5800.7EC CH-2 (JAGMAN) 

2. You are hereby appointed, per Chapter 11 of the reference, lo Inquire into the facts and 
circumstances surrounding the deaths of two United States Marines on 6 April 201 1 in 
RC(SW) thai resulted from injuries sustained from a Hellfire missile fired from a Predator in 
response lo a CAS request. Individuals listed below are also appointed to this investigation in 
their listed capacities. 

a. Major (b)(3), (b)(6) USMC. is hereby designated as a member of the 
investigative team as your deputy investigating officer. 

b t Captain (b)(3), (b)(6) USAF, is hereby designated as a member of the 
investigative team as a subject matter expert. 

c. Major (b)(3), (b)(6) USAF, is hereby designated as a member of the investigative 
team as a subject matter expert, 

d. Lieutenant Colonel (b)(3), (b)(6) USMC. Deputy StafT Judge Advocate, 11 Marine 
Expeditionary Force (Forward), is hereby appointed as your legal advisor. You will consult 
with him before making any substantive efforts regarding your investigation. Lieutenant 
Colonel (b)(3), (b)(6) e-mail address is (b)(2), (b)(3), (b)(6) and he can be 
reached at (b)(2) 

e. You may request that additional individuals or subject matter experts be appointed by 
me in writing to assist you in your investigation. 

3. The scope of your investigation can be as broad as necessary. You will however, 
investigate the circumstances surrounding the deaths of the two Marines, as well as any 
injuries that others sustained as a result of the Hellfire missile tired on 6 April 201 1 and 
report to me any fault, negligence, or responsibility. Additionally, you will address the 
provision of medical care to all concerned, to include MEDEVAC response times. You will 
determine whether any deficiencies violated policy, regulations, or the Uniform Code of 
Military Justice. You will also fully address the sufficiency of actions relating to operations, 
logistics, and command and control. You will make recommendations for corrective action, 
including administrative or disciplinary action, if appropriate. 
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SUBJECT: Command Investigation into the Friendly Fire Incident that Occurred on 6 April 
201 1 in Regional Command-Soulhwesi (RC-SW) 

4. Al! witness statements will be sworn to by the individuals making them and will be 
provided in writing. If it is not possible lo obtain a written and/or sworn statement from a 
particular witness, you will swear to the accuracy of any transcription or summary of such 
witness testimony in whatever form it appears within your investigative report. When a 
person is requested to supply personal information in a statement, the individual shall 
complete a Privacy Act statement in accordance with section 0207.e. of the reference. 

5. If you suspect a ILS. service member of having committed an offense, you must advise 
that person of his or her rights under Article 3 1 (b), UCMI using a Rights Warning/Waiver 
Certificate, If you suspect an officer senior to you of having committed a crime, you must 
immediately notify your legal advisor. Ensure that all personal information is obtained 
from official DoD records whenever possible. 

6. If the investigation should uncover or encounter information which reflects the 
possibility of criminal behavior, e.g., dereliction of duty on the pan of an international 
NATO officer or representative, any further investigation into the officer s or 
representative's culpability should cease immediately and you should contact your legal 
advisor. 

7. The completed investigation will include classified and unclassified summaries. You 
must ensure proper classification marking for each paragraph, page, and exhibit included in 
your report of investigation. You will exercise discretion when enclosing graphic 
photographs (e.g. T autopsy photos) to the investigative report and you shall familiarize 
yourself with section 0232 of the reference. 

8. You will make line of duty determinations in accordance with the reference for the two 
deceased Marines, as well as for any individuals who were injured. 

9. This investigation is your priority and you will have the complete support of U.S. Forces- 
Afghanistan directorates and subordinate commands for administrative support, security, 
movement, coordination, and any other assistance you might require, to include any 
subsequent classification review and/or declassification effort. 

1 0. You will submit your completed report of investigation no later than 25 April 20 11 . The 
USFOR-A StafT Judge Advocate may grant extensions to this deadline. All requests for an 
extension will be made in writing and explain the reason(s) why additional time is needed to 
complete this investigation. 




DAVID H. PETRAEUS 
General United States Army 
Commanding 
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(sucker u rul to uoa, is- 

UNITED STATES MARINE CORPS 

2D RECONNAISSANCE BATTALION 
2D MARINE DIVISION { FWD ) 
UNIT 76676 
FPO, AE 9510-667 6 



IN REPLY REFER TO 
5830 

S-l 

9 Apr 11 



From: Captain (b)(3), (b)(6) /02 02 USMC 

To: Commanding Officer, 2d Reconnaissance Battalion 



Suhj : PRELIMINARY INQUIRY INTO THE ALLEGED FRIENDLY FIRE INCIDENT ON 6 

APRIL 2011 BETWEEN 2D RECONNAISSANCE BATTALION AND 1ST BATTALION, 2 3D 
MARINE REGIMENT 



Re*; (a) JAG IN ST 58 00. 7D (JAGMAN) 



End: (1) Writcon Statement- 2ndLt (b)(3), (b)(6) /Q302, Plr_ 

Cmdr, RCT-8 QRF Pit 

(2) Written Statement- Sgt (b)(3), (b)(6) /0311, Squad 
Ldr, RCT-8 QRF Pit 

(3) Written Statement- IstLt (b)(3), (b)(6) /0602, Bn WO, 
2d Recon Bn 

(4 J Written Statement- Capt (b)(3), (b)(6) /75 6S, Bn 

AirO, 2d Recon Bn 

(5) Written Statement' GySgt (b)(3), (b)(6) /08 6I, Bn 
Tires Chief, 2d Recon Bn 

(6) Written Statement- Capt (b)(3), (b)(6) /02 03, A Co 
KG, 2d Recon Bn 

(7) Written Statement- MSgt (b)(3), (b)(6) /0321, A Co Ops 
Chief, 2d Recon Bn 

(8) Written Sta :_-.:imr.~.- Sgt (b)(3), (b)(6) /3521 r MT 
Operator-, 2d Recon Bn 

(9) Video- (b)(i)i.4a Helliire Strike from 6 Apr 11 

(10) mlRC Window Recordings from 6 Apr 11 

fll) Photos of A Co, 2d Recon Bn Radio Traffic Logbook from 6 Apr 11 

(12) Photos of A Co, 2d Recon Bn Map Board from 6 Apr II 

(13) Blue Force Tracker (BFT) Messages from 6 Apr 11 

jl4) High Performance Waveform (HPW) Messages from 6 Apr 11 



1. Under chapter II, part B of the reference I , Capt (b)(3), (b)(6) was 

appointed to inquire into the circumstances surrounding alleged friendly fire 
incident which occurred on 6 April 2011, between 2d Reconnaissance Battalion 
and the Quick Reaction Force (QRF) Platoon In direct support from 1st 
Battalion, 23d Marine Regiment in 2d Reconnaissance Battalion's area of 
operation, Sangin District, Helmand Province, Afghanistan. 



2- Personnel contacted: 



a - 


2ndLt 


(b)(3), (b)(6) 


b_ 


Sgt 


(b)(3), (b)(6) 


c . 


IstLt 


(b)(3), (b)(6) 


d. 


Capt 


(b)(3), (b)(6) 


fe . 


GySgt 


(b)(3), (b)(6) 




Bn 




f . 


Capt 


(b)(3), (b)(6) 




MSgt 


(b)(3), (b)(6) 


h. 


Sgt 


(b)(3), (b)(6) 



3. Materials Reviewed: 



/0302, Pit Cmdr, RCT-8 QRF Pit 
Q311, Squad Ldr, RCT-8 QRF Pit 
/0 602, Bn WO, 2d Recon Bn 
/7 565, Bn AirO, 2d Recon Bn 

/C861, Bn Fires Chief, 2d Recon 

/0203, A Co XO, 2d Recon Bn 
/C321, A Co Ops Chief, 2d Recon Bn 
521, MT Operator, 2d Recon Bn 



— 
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:~ 1 RCL TO UGA T (C 

SUB J: PRELIMINARY INQUIRY INTO THE ALLEGED FRIENDLY FIRE INCIDENT ON 6 

APRIL 2011 BETWEEN 2D RECONNAISSANCE BATTALION AND 1ST BATTALION, 23D 
MARINE REGIMENT 



a. Written Statement- 2ndLt (b)(3), (b)(6) /03Q2, Pit 
Cmdr, RCT-S QRF Pit 

b. Written Statement- Sgt (b)(3), (b)(6) /03II, Squad Ldr, 
RCT-8 QRF Fit 

Written Statement- IstLt (b)(3), (b)(6) /D602, Bn WO, 2d 

Recon Bn 

d- Written Statement- Capt (b)(3), (b)(6) /7565, Bn AlrO, 

2d Recon Bn 

e. Written Statement- GySgt (b)(3), (b)(6) /Q861, Bn 

Fires Chief, 2d Recon Bn 
|j Written Statement- Capt (b)(3), (b)(6) /Q20J, A Co XO, 

2d Recon Bn 

g, Written Statement- MSgt (b)(3), (b)(6) /U32I, A Co Ops 
Chief, 2d Recon Bn 

h. Written Statement- Sgt (b)(3), (b)(6) /3521, MT Operator, 
2d Recon Bn 

|,| Video- (b)(i)i.4a Hellfire Strike rrom 6 Apr 11 
: . mIRC Window Recordings from | Apr 11 

k. Photos of A Co, 2d Recon Bn Radio Traffic Logbook from 6 Apr II 
1. Photos of A Co, 2d Recon Bn Map Board from 6 Apr II 
m. Blue Force Tracker {BFT } Messages from 6 Apr 11 
OU High Performance Wave (H?W) Messages from 6 Apr 11 



A* Summary of findings: Based on the personnel contacted and the materials 
reviewed between SH$ Apr 11, below is a list of facts- 

a, Ar approximately 07200' on 6 Apr 11, RCT-8 QRF Pit departed friendly 
lines from PB Alcatraz under the commanc :..-f 2 ndLt (b)(3), (b)(6) Sgt (b)(3), (b)(6) was the 
1st Squad Leader, in charge of tne dismounted element. Their mission was to 
conduct route security operations along Route 611 in (b)(i)i.4a within 
the Upper Sangin Valley (USV) . 

b. During the event , Capt (b)(3), (b)(6) was serving as the Company Watch 
Officer, GySgt (b)(3), (b)(6) was serving as the Company JTAC, Sgt (b )(3 ); (b ) (6 ^as serving 
as the Radio Operator, and MSgt (b)(3), (b)(6) was assisting by plotting 
friendly/enemy positions on the map board located at the Company A 
Reconnaissance Operations Center (ROC} at PB Alcatraz. 



c. During the event, Capt (b)(3), (b)(6) was serving as the Bn Air Officer and 
IstLt (b)(3), (b)(6) was serving as the Bn Watch Officer in the 2d Recon Bn FWD ROC 
located at FOB Jackson. 



d. During the event, RCT-6 QRF Pit had positive internal VHF 
communications, VHF communications with the Company A ROC and EFT 
communications witn the 2d Recon Bn FWD ROC. 



e. During the event, the Company A ROC had positive VHF communications 

with the RCT-3 QRF Pit, (b)(i)i.4a and the 2d Recon Bn FWD ROC . The Company A 

ROC also had positive HPW messaging communi cat ions with the 2d Recon Bn FWD 
ROC . 



f. During the event, the 2d Recon Bn FWD ROC had positive VHF 
communications /HPW messaging communications with the Company A ROC and 
mIRC/SIPR/SVQI? with the 2d Recon Bn Main ROC located at Camp Leatherneck and 
RCT-8 located at FOB Delaram. 



2 
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MATO) 

SUBJ: PRELIMINARY INQUIRY INTO THE ALLEGED FRIENDLY FIRE INCIDENT ON 6 

APRIL 2011 BETWEEN 2D RECONNAISSANCE BATTALION AND 1ST BATTALION, 23D 
MARINE REGIMENT 

g. During the event, the 2d. Recon Bn FWD ROC , 2d Recon Bn Main ROC arid 
Company A ROC were able to view Lhe ISR feed from (b)(i)i.4a 

h. At approximately Q825D* on 6 Apr 11, while conducting a mounted 
patrol along RGute 611, the RCT-8 QRE Bit began receiving small arms fire 
from an unknown insurgent location fco their west. RCT-8 QRF Pit maneuvered a 
dismounted element towards the insurgent's possible location, and maintained 
a mounted element along Route 611, 

i. The 2d Recon Bn FWD ROC confirmed friendly force locations with the 
Company A ROC of (b)(i)i.4a for the RCT-8 QRF Pit via VHF 

comrntm \ cat. ions. This same location was also passed from the RCT-8 QRF Pit to 
the 2d Recon Bn FWD ROC via BET messaging in tneir initial 3ALTA report. 

j, RCT-8 QRF Pit did not have positive idenz ification of the location of 
tne insurgents engaging them. RCT-8 QRF Pit passed to the Company A ROC that 
the small arms fire appeared to be originating from IVO Compound 58 in rhe 
06 Sector of the 1J3V. 

H> Blesse-13 was able to positively identify muzzle flashes from (b)(i)i.4a 
(b)(i)i.4a , approximately AO m southwesr of Compound 58 in the Q6D Sector. 
This information was passed from (b)(i)i.4a tD the Company A ROC via VJIF 
communications. The Company A ROC then passed this information to the 2d 
Recon Bn FWD ROC via VHF communications. 

1. At approximately 08380* on 6 Apr 11, the Company A ROC had reported 
friendly force locations for the RCT-8 QRF Pit of (b)(i)i.4a Northing for the lead 
vehicle along Route 611 , (b)(i)i.4a for the trail vehicle along Route 611, 

and (b)(i)i.4a for the dismounted element io 2d Recon En FWD ROC via 

HPW. 

m. At approximately (b)(i)i.4aD* , as per the request of the Company A ROC, the 
2d Recon Bn FWD ROC submitted che Nine Line CAS request in the 
RCT 8_ASE_TACPL mIRC window. 

n. At approximately 084 4D*, RCT-S QRF Pit had confirmed with the Company 
A ROC ~hat all friendly forces were ir. their vehicles or had cover prior to 
tne He_lfire strike from (b)(i)i.4a 

o. (b)(i)i.4a was cleared to engage targets (b)(i)i.4a by the 

Company A ROC. At approximately 03b ID* on 6 Apr 11, (b)(i)i.4a engaged this 
target area with one Hellfire rocket, the round was on target and functioned 
properly. 

p. The Hellfire strike by (b)(i)i.4a was not an 

insurgent fighting position, it was friendly forces from the RCT-8 QRF Pit 
dismounted element. This Hellfire strike resulted in two friendly force 
casualties . 

5. Recommendations: It is recommended that a Command Investigation be 
conducted. After reviewing the above listed materials and contacting the 
above listed personnel, it Is confirmed that the event in question was in 
fact a friendly fire incident. To determine in full detail the events that 
led up to the friendly fire incident, all submitted material and additional 
radio traffic needs to be further analyzed. Personnel related to the 
incident however not contacted during this PI consist of the crew operating 

3 
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(SECRET // REL TO USA, I SAF, NATO) 

SUB J: PRELIMINARY INQUIRY INTO THE ALLEGED FRIENDLY FIRE INCIDENT ON 6 

APRIL 2011 BETWEEN 2D RECONNAISSANCE BATTALION AND 1ST BATTALION, 23D 
MARINE REGIMENT 

(b)(1) 1.4a anc i the staff of the 2d Recon Bn Main ROC during the time of the 
friendly fire incident. 

6. Point of contact is (b)(3), (b)(6) at VOSIP (b)(2) 



(b)(3), (b)(6) 
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(1) (S//REL USA, IGAF, NATO } Written Scauemenc - 2ndLt (b)(3), (b)(6) 
U S MC , (b)(3), (b)(6/ 0302, gl&toon Commander , 2?* Pit Co A 1/23 can be found in 
Sncbsure (19) 

(2) (0//REL UGA f ISAF, NATO) Written Statement - Sgt (b)(3), (b)(6) USMC, 
(b)(3), (b)($j 0311, Squad Leader, 2 nd Pit Co A 1/23 can be f ound in Enclosure ( 2 1 > 

{3 J (S//REL UGA, I CAE, NATO) Writ" en Statement - IstLt (b)(3), (b)(6) . 8SKG* 
(b)(3), (b)(^' 060 2, BN WO , 2d Recon En can be found in Enclosure (17) 

M > (C//REL USA, — I3KF , NATO) Written Scacemer_t - Capt (b)(3), (b)(6) , USMC, 

(b)(3), (b)(6/7565, EN Air Officer, 2d Recon Bit can be found in Enclosure (16) 

( 51 (S//IIEL USA, TGAF, NATO] Written Sua teir.en- - GySq- (b)(3), (b)(6) 

U SMC, (b)(3), (bxejO 861, Fires Chief, JTAC, 2c fc=*>con Bn can be found in Enclosure 

{13) 

(6) (S//REE UGA, ISAF, NATO) Written Statement - Capt (b)(3), (b)(6) , USMC, 

(b)(3), (b)(6jf 02 03, Co A Executive Officer, -JTAC, 2d Recon Bn can be found in 
Enclosure (12) 

{G//REL USA, — ISAF, NATO) Writrer. Si • mm! v:i Interview Summary- MSqc 
(b)(3), (b)(6) , USMC , (b)(3), (b)(6/ 0321, Co A Ops Chiez, ^d Recon Bn can be found in 
Enclosure (15) 

t&J (G/ZREL USA, I GAT, NATO j Written Statement- Geo (b)(3), (b)(6) , USMC, 
(b)(3), (b)(&j 3 521, Moior Transport Operator, 2d Recon En can be found in Enclosure 
(14^ 



(91 h&) Video- (b)(i)i.4a Hellfire Strike from 6 Apr 11 can be found in 
Enclosure (2 7) 

i 10) (-S-) miRC Window Recondings from 6 Apr 11 can be found in Enclosure {24} 

[ID {S//REL USA, IGAF, NATO) Photos of A Co, 2d Recon Bn Radio Traffic 
Logbook from 6 Apr 11 

(12) (G//REL USA, IGAF, NATO) Pnotos jl a Co, 2d Re cor BM Hap Board from 6 
Apr 11 can be found in the RC (SW; Command investigation Archive 

(13) (G//EEL USA, IGAF, NATO) Blue Force TracKer (BFT) Messages from 6 Apr 11 
can be found in the RC (SW) Command Investigation Archive 

(14) (S//REL USA, — IGAF, NATO) High ?e no nuance tfavefo-m (HPW) Messages from g 
Apr 11 can be found in the RC (SW) Command Investigation Archive 



(GCCRCT riL m 
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file:///Ci/Documents%20and%:0Se!lings (b)(3), (b)(6) 'Desktop/SENT r:2>.) Al JTOPSY%20REPORT" '^(HUNCLASSlFlEDj.txt 



From: o>m row Maj o>m o>m RC(SW) II MEF FWD G3 PR Dir/Air Officer 
Sent: Monday, April 18, 2011 9:51 PM 

To: (b)(3), (b)(6) 

CC: (b)(3), (b)(6) Col (b)(3), (b)(6) CONTR; (b)(3), (b)(6) LtCol (b)(3), (b)(6) 

RC(SW) II MEF FWD Deputy SJA 

Subject: RE: AUTOPSY REPORT (UNCLASSIFIED) 



(b)(3), (b)(6) 

Do you think the autopsy for the two individuals will be complete by 22nd of 
April? If not can you provide some type of document that we can include in 
the investigation that can state a resemble timeline of when the autopsy will 
be available. 

v/r, 

Maj (b)(3), (b)(6) 

(b)(3), (b)(6) 

RC(SW)PR Dir/Air Officer 



(b)(3), (b)(6), (b)(2) 



— -Original Message—— 

From: (b)(3)> (b)(6)> (b)(2) 

Sent: Thursday, April 14, 201 1 17:10 

To: (b)(3), (b)(6) Maj (b )(3) , {m) RC(S W) II MEF FWD G3 PR Dir/Air Officer 

Cc: wo), (b)(6) Col (b)(3), (b)(6) CONTR; ww, (w) LtCol (b)(3), (b)(6) 

RC(SW) II MEF FWD Deputy SJA 

Subject: RE: AUTOPSY REPORT (UNCLASSIFIED ) 

Classification: UNCLASSIFIED 
Caveats: NONE 

Thank you MAJ (mum) 



(b)(3), (b)(6) 
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(b)(2), (b)(3), (b)(6) 



(u // rouo) 

From: m roe) Maj USAF AFME AFM AO/OAF ME 

(b)(3), (b)(6), (b)(2) 

Sent: Saturday, April 23, 201 1 3: 1 1 AM 

To: (b)(3), (b)(6) Maj (b)(3), {m) RC(SW) II MEF FWD G3 PR DIr/Air Officer 
Cc : (b)0), (b)(6) LCDR; (b)(3), (b)(6), (b)(2) 

Subject: Autopsy Reports 
Signed By ; (b)(3), (b)(6), (b)(2) 

Major (b)(3), (b)(6) 

I have just received an email that you sent Ms. (b)(3), (b)(6) requesting autopsy 
reports on two individuals, I am the staff of record on one of the reports 
and (b)0), (b)(6) is the staff of record on the other case. The cases are 
currently in the QC process and should be available by available May 2nd. I 
wili be away next week, however, ww, will be available to answer 

questions as he is familiar with both cases. I have included him on the 
email string. Unfortunately, I do not have his SIPR address but he will be 
able to forward it to you. 

Thanks, 

(b)(3), (b)(6) 

wo), (b)(6) MD, PhD 

LtCol(sel), USAF, MC 

Deputy Medical Examiner and Director Dover Operations 
Armed Forces Medical Examiner System 

(b)(3), (b)(6), (b)(2) 



(u // rouo) 



(b)(2), (b)(3), (b)(6) 
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(b)(2), (b)(3), (b)(6) 



(u // rouo) 

From: wo. wo Maj (b)(3), (b )( 6) RC(S W) II MEF FWD G3 PR Dir/Air Officer 
Sent: Saturday, April 23, 20 1 1 9:33 AM 

To: (b)(3), (b)(6) II Maj USAF AFME AFMAO/OAFME* 

C c : (b)(3), (b)(6) LCDR; wo, wo, wo Col 

(b)(3), (b)(6) LtCol (b)(3), (b)(6) RC(S W) n MEF FWD Deputy S JA 

Subject: RE: Autopsy Reports 

Sir, 

Sounds good. We are completing the Command Investigation on the 25th. Once 
complete, we will forward it to COMIJC in Kabul. We will contact IJC to 
determine who the reports need to go to once they are available. Thanks for 
your help. 

v/r, 

Maj (b)(3), (b)(6) 

(b)(3), (b)(6) 

RC(S W) PR Dir/ Air Officer 

(b)(3), (b)(6), (b)(2) 



— — Original Message 

From : (b)(3) , ( b )(6) II Maj USAF AFME AFMAO/OAFME 

(b)(3), (b)(6), (b)(2) 

Sent: Saturday, April 23, 201 1 03:1 1 

To: (b)(3), (b)(6) Maj wo, wo RC(SW) II MEF FWD G3 PR Dir/Air Officer 
Cc : (b)(3), (b)(6) LCDR; (b)(3), (b)(6), (b)(2) 

Subject: Autopsy Reports 

Major (b)(3), (b)(6) 

1 have just received an email that you sent Ms. wo), wo requesting autopsy 
reports on two individuals. I am the staff of record on one of the reports 
and (b)(3), (b)(6) is the staff of record on the other case. The cases are 
currently in the QC process and should be available by available May 2nd, I 
will be away next week, however, wo, wo will be available to answer 
questions as he is familiar with both cases- I have included him on the email 

enclosure a 
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(b)(2), (b)(3), (b)(6) 



(b)(2), (b)(3), (b)(6) 

string. Unfortunately, I do not have his SEPR address but he will be able to 
forward it to you. 

Thanks, 

(b)(3), (b)(6) 

(b)(3), (b)(6) MD, PhD 

LtCol(sel), USAF, MC 

Deputy Medical Examiner and Director Dover Operations Armed Forces Medical 
Examiner System 

(b)(3), (b)(6), (b)(2) 



(b)(2), (b)(3), (b)(6) 



ENCLOSURES 



(b)(2), (b)(3), (b)(6) 



(U // FQUO) 

From : (b)(3), <t>m. mo 

Sent: Thursday, April 14, 201 1 12:37 AM 

To: (bxs), (bxe) Maj mm o>m RC(SW) n MEF FWD G3 PR Dir/Air Officer; 
(b)(3), (bxe) CONTR 

CC: (b)(3), (b)(6) Col (b)(3), (b)(6) 

Subject: RE: AUTOPSY REPORT (UNCLASSIFIED) 

Classification: UNCLASSIFIED 
Caveats: NONE 

MAJ (b)(3), (b)(6) 

Please i nclude the decedents names and ssn in your request letter 
V/r 

(b)(3), (b)(6) 

(b)(3), (b)(6) 

Administrative Assistance/Request Specialist Office of the Armed Forces 
Medical Examiner 



(b)(2) 



——Original Message 

From: (b)(3), < b )<6) Maj (b)(3), ( b X 6) RC(S W) U MEF FWD G3 PR Dir/Air Officer 

(b)(3), (b)(6), (b)(2) 

Sent: Wednesday, April 13, 20 11 1 1:22 AM 

To: (b)(3), (bxe) CONTR 

CC: (b)(3), (b)(6) CO! (b)(3), (b)(6) 

Subject: FW: AUTOPSY REPORT 
Ladies, 

My name is Maj 00.00 I am Deputy Investigating Officer conducting 
a IJC Command Investigation into a friendly fire incident. I attached the 
appointment letter. Part of the investigation is getting the autopsy results 
to include in the investigation to determine cause of death. I would like to 

ENCLOSURE 3 
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(b)(2), (b)(3), (b)(6) 



(b)(2), (b)(3), (b)(6) 



discuss more into the investigation and was wondering if you all have a SIPR 
email address thai I could send the request. 



v/r, 

Maj (b)(3), (b)(6) 



(b)(3), (b)(6) 



RC(SW) PR Dir/ Air Officer 



(b)(3), (b)(6), (b)(2) 



From: (mum) CDR msuw) RC(SW) MED OPS & Plans 
Sent: Wednesday, April 13, 201 1 08:49 

To: (b)(3), (b)(6) Maj m*) RC(S W) II MEF F WD G3 PR Dir/ Air Officer 
Subject: RE: AUTOPSY REPORT 



Maj 5 



You may want to try the DSN lines again today. 1 believe there was a problem 
w/ the lines yesterday, numerous individuals I spoke w/ ewre unable to get 
out, and I received a number of e-mails from CONUS sites that were unable to 

ENCLOSURE 3 



(b)(2), (b)(3), (b)(6) 



(b)(2), (b)(3), (b)(6) 



get in. 



To answer your specific question, I do not have a POC at the center. 



(b)(3), (b)(6) 



From: o»p>. g»(b) Maj Q>mo>m E RC(SW) II MEF FWD G3 PR Dir/Air Officer 

Sent: Tuesday, April 12, 201 1 1 8:43 

To: (b)(3), (b)(6) CDR (b)0). (b)(6) RC(SW) MED OPS & Plans 

Cc: (b)(3), (b)(6) Col (b)(3), (b)(6) LtCoI (b)(3), (b)(6) RC(SW) II MEF FWD Deputy 

SJA; ( b) ( 3), (bxe) CAPT (b)(3), (b)(6) RC(SW) II MEF FWD Surgeon 
Subject: RE: AUTOPSY REPORT 



Sir, 



I have been unable to contact anyone via DSN. Would happen to have a good poe 
that I could email the request to. 1 am not sure the exact procedure to 
request the reports and the website does not have much more to offer than the 
Autopsy report request and a fax number. 



v/r, 



Maj (b)(3), (b)(6) 



(b)(3), (b)(6) 



RC(SW) PR Dir/ Air Officer 



(b)(3), (b)(6), (b)(2) 



(b)(2), (b)(3), (b)(6) 
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(b)(2), (b)(3), (b)(6) 



(b)(3), (b)(6), (b)(2) 



From: m) CDR (b)(3), (b )( 6) RC(S W) MED OPS & Plans 
Sent: Tuesday, April 12, 201 1 1 6:50 

To : (b)(3), (b)(6) Maj (b )( 3), ( bX 6) RC(SW) II MEF F WD G3 PR Dir/Air Officer 
Subject: AUTOPSY REPORT 



Maj (b)(3), (b)(6) 



The Jink below will get you to the Armed Forces Medical Examiners web-site, a 
contains the request forms you need. There is also a telephone number you can 

try (b)(2) 



(b)(2) 



Let me know if there is anything else I might be able to assist wA As I 
said, it will likely be 4-6 weeks before a final rep on is ready. 



(b)(3), (b)(6) 



CDR (b)(3), (b)(6) MSG, USN 
RC(sw) CM ED OPS & Plans 
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(b)(2), (b)(3), (b)(6) 



(b)(2) 



CONFIDENTIALITY NOTICE: The information contained in this message is intended 
only for the recipient and may contain information that is confidential If 
you are not the intended recipient or an employee or agent responsible for 
delivering this message to the intended recipient; please be aware that any 
dissemination, forwarding, printing, copying, disclosure or distribution of 
this communication is strictly prohibited. 

If you have received this communication in error, please immediately notify 
the sender by replying to the message and deleting all copies, including 
attachments, from your system. 



Classification: UNCLASSIFIED 
Caveats: NONE 

(U //TOUO) 



(b)(2), (b)(3), (b)(6) 
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Administrative Assistance/Request Specialist Office of the Armed Forces 
Medical Examiner 



(b)(2) 



Original Message- — 

From : &m ( bX 6) Ma j o»<3>. m*) RC(S W) II MEF FWD G3 PR Dir/Air Officer 

(b)(3), (b)(6), (b)(2) 

Sent: Thursday, April 14, 201 1 3:16 AM 

TO: (b)(3), (b)(6) 

Cc: (b)ox (b)(6) Col (b)(3), (b)(6) CONTR; (b)(3), ^ LtCol (mi me) 

RC(SW) II MEF FWD Deputy SJA 

Subject: RE; AUTOPSY REPORT (UNCLASSIFIED) 

(b)(3), (b)(6) ( 

The two individuals are: 

SSgt Jeremy D Smith, USMC, xxx-xx- (b)(6) 

HN Benjamin D Rast, USN, xxx-xx- (b)(6) 

Please let me know what else you need. We would like to pass this information 
on SIPR, classified secret, due to the high visibility of this incident 

v/r, 

(b)(3), (b)(6) 

(b)(3), (b)(6) 

RC(SW) PR Dir/ Air Officer 

(b)(3), (b)(6), (b)(2) 



Original Message 

From: (b)(3), (b)(6), (b)(2) 

Sent: Thursday, April 14, 201 1 00:37 

To: wo), ^ Maj m^m RC(SW) II MEF FWD G3 PR Dir/Air Officer; a^ow 
(b)(3), (b)(6) CONTR 

CC: (b)O), (b)(6) CO! (b)(3), (b)(6) 

Subject: RE: AUTOPSY REPORT (UNCLASSIFIED) 

enclosure 3 
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Classification: UNCLASSIFIED 
Caveats: NONE 

MAJ (b)(3), (b)(6) 

Please include the decedents names and ssn m your request letter. 
V/r 

(b)(3), (b)(6) 

Administrative Assistance/Request Specialist Office of the Armed Forces 
Medical Examiner 

(b)(2) 



Original Message— 

From: wox me) Maj (b)(3), ^ RC(S W) II MEF FWD G3 PR Dir/Air Officer 

(b)(3), (b)(6), (b)(2)_ 

Sent: Wednesday, April 13, 201 1 1 1 :22 AM 

To: (bp), (b)(6) CONTR 

CC: (b)(3), (b)(6) CO] (b)(3), (b)(6) 

Subject: FW: AUTOPSY REPORT 
Ladies, 

Mv name is Maj (b)(3), (b)(6) I am Deputy Investigating Officer conducting 
a IJC Command Investigation into a friendly fire incident. I attached the 
appointment letter. Part of the investigation is getting the autopsy results 
to include in the investigation to determine cause of death. I would like to 
discuss more into the investigation and was wondering if you all have a SIPR 
email address that 1 could send the request. 



v/r, 

(b)(3), (b)(6) 

(b)(3), (b)(6) 

ENCLOSURE 3 
11 of 15 

(b)(2), (b)(3), (b)(6) 



(b)(2), (b)(3), (b)(6) 



RC(SW) PR Dki Air Officer 



(b)(3), (b)(6), (b)(2) 



From: ww. o>m CDR wubxe) RC(SW) MED OPS & Plans 
Sent: Wednesday, April 13, 201 1 08:49 

To: (bxs), (bxe) Maj wuw) RC(SW) II MEF FWD G3 PR Dir/Air Officer 
Subject: RE: AUTOPSY REPORT 



Maj, 



You may want to try the DSN lines again today. I believe there was a problem 
w/ the lines yesterday, numerous individuals i spoke w/ ewre unable to get 
out, and I received a number of e-mails from CONUS sites that were unable to 
get in. 



To answer your specific question, I do not have a POC at the center. 



(b)(3), (b)(6) 
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(b)(2), (b)(3), (b)(6) 



From: imum) Maj m*).m*) RC(SW) U MET FWD G3 PR Dir/Air Officer 
Sent: Tuesday, April 12, 201 1 18:43 

To; (b)(3), (b)(6) CDR (b)(3), M6) RC(S W) MED OPS & Plans 

Cc: (b)0), (b)(6) Col wo), (b)(6) LtCol (b)(3), (b)(6) RC(SW) II MEF FWD Deputy 

SJA; (b)(3), (b)(6) CAPT (b)(3), ( b)(6) RC(SW) II MEF FWD Surgeon ' 
Subject: RE: AUTOPSY REPORT 



Sir, 

I have been unable to contact anyone via DSN. Would happen to have a good poc 
that I could email the request to. I am not sure the exact procedure to 
request the reports and the website does not have much more to offer than the 
Autopsy report request and a fax number. 



v/r, 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



RC(SW) PR Dir/ Air Officer 



(b)(3), (b)(6), (b)(2) 



From: (b)(3), ^ CDR m^m RC(SW) MED OPS & Plans 

(b)(2), (b)(3), (b)(6) 
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Sent: Tuesday, April 12, 201 1 16:50 

To: (b)(3) (b)(6) Maj (b)(3), o>m RC(S W) II MEF FWD G3 PR Dir/ Air Officer 
Subject: AUTOPSY REPORT 



Maj (b)(3), (b)(6) 



The link below will get you to the Armed Forces Medical Examiners web-site, a 
contains the request forms you need. There is also a telephone number you can 

try (b)(2) 



http://www.afm es.mil/ <blockedhttp:// www.afmes.mil/> 



Let me know if there is anything else I might be able to assist w/. As I 
said, it will likely be 4-6 weeks before a final report is ready. 



(b)(3), (b)(6) 



CDR (b)(3), (b)(6) MSG, USN 

RC(sw) CMED OPS & Plans 



(b)(2) 



CONFIDENTIALITY NOTICE: The information contained in this message is intended 
only for the recipient and may contain information that is confidential. If 
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(b)(2), (b)(3), (b)(6) 



(b)(2), (b)(3), (b)(6) 



you are not the intended recipient or an employee or agent responsible for 
delivering this message to the intended recipient; please be aware that any 
dissemination, forwarding, printing, copying, disclosure or distribution of 
this communication is strictly prohibited, 

If you have received this communication in error, please immediately notify 
the sender by replying to the message and deleting all copies, including 
attachments, from your system. 



Classification: UNCLASSIFIED 
Caveats: NONE 



Classification: UNCLASSIFIED 
Caveats: NONE 



(b)(2), (b)(3), (b)(6) 
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Pages 70 through 80 redacted for the following reasons: 

ENCLOSURE (4, 5, 6, 7, 8, 9) REMOVED DUE TO FOIA EXEMPTION 5 U.S.C 552 (b) (3), (b) (6), and (b) (1)1. 4a 



■ ASSEFiED Z/rOUO 



FOR OFFICIAL USE ONLY 

THIS E-MAIL CONTAINS F OR OFFICIAL USE ONLY (TOOO ) INFORMATION WHICH MUST BE 
PROTECTED UNDER THE PRIVACY ACT, DOD 54(20, 11 -R, TREAT ANY ATTACHMENTS AS f^B&. 

^ * * * ^ 4< * ^* ^**>^*H<** ************ * ** *^^**5{j* a* * £* * 

DO NOT CHANGE ANYTHING BELOW THIS LINE . 
TO CHANGE THIS CASUALTY REPORT, DISCARD THIS EMAIL, RETURN TO DCIP5- FORWARD, MAKE 
YOUR CHANGES AND GENERATE THE EMAIL AGAIN. 

**^***#********* ******* 

***************************************** :^ ****** 

*********** CASUALTY REPORT ************ 

T **** tt**>P* *****¥^ ******** * ^*^** *S ij; *?jc ***ift* *********** ***** 

Report Type: IN IT 

Casualty Type: Hostile 

Casualty Status: DECEASED 

Casualty Category: Died of Wounds 

Report Mumber: 122110101 

Personnel Type: Reserve 

Personnel Affiliation; Active Duty 

Personnel Category: Recalled/Mobilized 

SSN (New/Old): (b )( 6) 

Last Name: SMITH 

First Name: 3EREMY 

Middle Name: D 

Service; United States Marine Corps 
Military Rank: SSGT 

Military Unit of Assignment: 1/23, RCT-8, 2ND MARDIV FWD (PARENT CMD: 4TH 
MAR D IV) 

Date/Time of Incident (New/Old): 20110406/9917 
Inflicting Force: U.S. Forces (Buddy) 
Incident City: SHAYKH-MUD HAMIHALYAN 



J^SSIFlED ;/rOUO 
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incident Country: Afghanistan 

Circumstance: ON 20110406, SSGT SMITH, MALE, 0313, DIED DF WOUNDS SUSTAINED FROM 
A HELL FIRE MISSILE WHILE CONDUCTING A DISMOUNTED PATROL NORTHEAST OF PATROL BASE 
ALCATRAZ, HELMAND PROVINCE, AFGHANISTAN, SSGT SMITH WAS PRONOUNCED DECEASED AT 
1024 BY LCDR (b )( 3), (b)(6) , USN. LCDR (b)(3), (b)(6) IDENTIFIED SSGT (b)(3), (b)(6) BY MEANS OF 

NAME TAPES AND IDENTIFICATION TAGS . SSGT SMITH WAS WEARING THE NEW KEVLAR HELMET, 
THE SCALABLE PLATE CARRIER WITH FRONT, BACK AND SIDE g~£APX PLATES, BALLISTIC 
GOGGLES, NOMEX GLOVES, AND GROIN PROTECTOR. (MM# 04^06B) 

Diagnosis Info: BLAST WOUNDS 

Date/Time of Death; 20110406/1024 

Cause of Death: BLAST WOUNDS 

Remarks: A COMMAND INVESTIGATION IS BEING CONDUCTED REGARDING THE CAUSE OF DEATH 
POSSIBLY BEING DUE TO FRIENDLY FIRE. INVESTIGATING OFFICER IS CAPT (b)(3), (b)(6) 
THE PROPER MEDICAL AUTHORITIES WILL MAKE THE APPROPRIATE ENTRIES IN SSGT SMITH'S 
MEDICAL RECORD, THE PNOK HAS NOT BEEN NOTIFIED. THE MEDICAL POC IS LT (b)(3), (b)(6) 
AT (b)(2) . THIS PCR HAS BEEN VERIFIED BY MAI (b)(3), (b)(6) > OPERATIONS OFFICER, 
REGIMENTAL COMBAT TEAM 8. POC AT THIS COMMAND IS THE ADJUTANT CAPT (b)(3), (b)(6) J AT 
(b)(3), (b)(6), (b)(2) OR DSN: (b)(2) SUPP PCR WILL FOLLOW AS NECESSARY. 

Software Version: DCIPS Forward - Version 4,0 Build: 57 Release Date: 81 MAR 
2007 

FOR OFFICIAL USE ONLY 



(b)(2), (b)(4) 



UNCLASSIFIEDftFGUG 
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(b)(6) 



(b)(2), (b)(4), (b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 

(b)(3), (b)(6) 
(b)(3), (b)(6) 



(b)(2) 

(b)(2), (b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(2), (b)(4) 
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(b)(6) 



(b)(2), (b)(4), (b)(3), (b)(6) 



(b)(3), (b)(6) (b)(3), (b)(6) 



(b)(3), (b)(6) 

(b)(3), (b)(6) (b)(2) 

(b)(3), (b)(6) 

(b)(3), (b)(6) (b)(2), (b)(3), (b)(6) 

(b)(2) 



(b)(2), (b)(4) 
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(b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(2), (b)(4), (b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(2) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(2) 

(b)(2), (b)(3), (b)(6) 
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Pages 86 through 101 redacted for the following reasons: 

ENCLOSURE (10) PAGES 6-21 REMOVED DUE TO FOIA FOIA EXEMPTION 5 U.S.C 552 (b) (3), (b) (6), and (b) (l)1.4a 







FOR OFFICIAL UZC ONLY 

THIS E-MAIL CONTAINS rOR OrriCIAL USE ONLY (TOUO ) INFORMATION WHICH MUST BE 
PROTECTED UNDER THE PRIVACY ACT, DOD 5408. 11-R. TREAT ANY ATTACHMENTS AS TOUO t 

**** ******************************* ****** ******************* 

DO NOT CHANGE ANYTHING BELOW THIS LINE. 
TO CHANGE THIS CASUALTY REPORT ^ DISCARD THIS EMAIL, RETURN TO DCIPS- FORWARD, MAKE 
YOUR CHANGES AND GENERATE THE EMAIL AGAIN » 

**** ****** *********** * ****************************$ ********* 

*********** CASUALTY REPORT ************ 

****** #'******#**¥ ********************* * * * * * ***************** 

Report Type: INIT 

Casualty Type: Hostile 

Casualty Status: DECEASED 

Casualty Category: Died of Wounds 

Report (Slumber: 122110102 

Personnel Type: Reserve 

Personnel Affiliation: Active Duty 

Personnel Category: Recalled/Mobilized 

SSN (New/Old): (b)(6) 

Last Name: RAST 

First Name: BENDAMIN 

Middle Name: D 

Service: United States Navy 

Military Rank: HN 

Military Unit of Assignment: 1/23, RCT-8, WD MARDIV FWD (PARENT CMD: 4TH 
MARDIV) 

Date/Time of Incident (New/Old): 26110466/0917 
Inflicting Force: U.S. Forces (Buddy) 
Incident City: 5HAVKH-MUJHAMIHALYAN 



1 of "M 



iJNC.LAS3iRED //rOUQ 



incident Country: Afghanistan 

Circumstance: ON 28119406, HN RAST, MALE, 8404, DIED OF WOUNDS SUSTAINED FROM A 
HELL FIRE MISSILE WHILE CONDUCTING A DISMOUNTED PATROL NORTHEAST OF PATROL BASE 
ALCATRAZ, HELMAND PROVINCE, AFGHANISTAN. HN RAST WAS PRONOUNCED DECEASED AT 1024 
BY LCDR (b)(3), (b)(6) J U5N- LCDR (b)(3), (b)(6) IDENTIFIED HN RAST BY MEANS OF NAME 

TAPES AND IDENTIFICATION TAGS. HN RAST WAS WEARING THE NEW KEVLAR HELMET, THE 
SCALABLE PLATE CARRIER WITH FRONT, BACK AND SIDE E-SAPI PLATES, BALLISTIC 
GOGGLES, NQMEX GLOVES, AND GROIN PROTECTOR, (MM# 04-06B) 

Diagnosis Info: BLAST OF WOUNDS 

Date/Time of Death: 20110406/1024 

Cause of Death: BLAST WOUNDS 

Remarks: A COMMAND INVESTIGATION IS BEING CONDUCTED REGARDING THE CAUSE OF DEATH 
POSSIBLY BEING DUE TO FRIENDLY FIRE . INVESTIGATING OFFICER IS CAPT (b)(3), (b)(6) . 
THE PROPER MEDICAL AUTHORITIES WILL MAKE THE APPROPRIATE ENTRIES IN HN RAST 1 5 
MEDICAL RECORD- THE PNOK HAS NOT BEEN NOTIFIED, THE MEDICAL POC IS LT (b)(3), (b )( 6) 
AT (b)(2) . THIS PCR HAS BEEN VERIFIED BY MAD (b)(3), (b)(6) , OPERATIONS 

OFFICER , REGIMENTAL COMBAT TEAM 8. POC AT THIS COMMAND IS THE ADJUTANT CAPT (b)(3), (b)(6) 
(b)(3), (b)$) AT (b)(2), (b)(3), (b)(6) OR DSN : (b)(2) , SUPP PCR WILL FOLLOW AS 

NECESSARY, 

Software Version: DC IPS Forward - Version 4-0 Build: 57 Release Date: 01 MAR 
2807 

FOR OFFICIAL USE ONLY 

<DF40SQLSECTION> 
<DFSQLBEGIN> 

INSERT INTO DF_CASUALTY( CAS^RPTJED, INITJZASJPT.ID, ARCHIVE, CREATEDJROM, 
CR„USER_ID J CR_DTTM, LMD_USER_ID, LMD_DT7M, RPT_TYP TBD, CASJtPTJMR, 
CAS_INIT__RPT_NR, CAS_CASE_CLSJJT, CIV_EMP_TYPE_CD, CAS_INCIDNT_CD, CAS_STAT_AB, 
CASJTAT^CD, SPC^INT, SPCJTAT, TERRJVCT, CAS_PRV5_STAT_CD, CAS^PRVSJIAT^CD, 
MULT_CAS_EVENT_CD, MULT_CAS_EVENT_TX, PERS_TYPE_CD, PERS_MILAFL_CD, PER5_CAT_CD, 
IND_SSN, OLD_IND_SSN, INDIV_LAST_NM, INDIV_FIRST_NM, INDIV_MIDDLE_NM, 
INDIV_NM_SFX_AB J SVC_MBR_RANK_AB J IND_RACE_POP_CD, IND_ETHNIC_CD, IND__SEX_CODE , 
IND_R E L_DE NOM_CD , UNIFD__SVC_CD, DMOS, MIl_PERS_CLAS_CD, DY_PRC_CMSND_OF F , 
CIV_PAYJ5R_LVL_NR, CIVJ>AY_PLAN_CD, ORGUJJME, UNIT_IDENT_CD, ATG_PEBD, BASD, 
BIRTH_DT, IND_B RTH_C ITY NM , IND_BRTH_STA_CD, IND_BRTH_CTRY_CD, CAS_PR0GNOSIS_CD, 
HOSP_NM, HOSP_CY_NM, HOSP_ST, HOSPJTTRY, DGJTEXT, PROGNOSIS_TX, QIAGNOSISJTX* 
DSBLY_RET_LIST_CD, MIL_SPJ)T, MIL_DRL_DT, IND_DS B LY_PCT_NR, SGLI_DT, 
CAS_DTH_FAC_TYP_CD, IND_HOR_CY_NM J IND_HOR_ST_CD, IND_HOR_CTRY_CD, 
CONT__HOSPZTN__IN_CD, ORGANIZATION_NM J CAS_INCNT_TNG M CD, CASEIN F_FC_TP_CD, 
EMRG_NTFfM_RVW J3T., EMRG_NTFN_COMP L_DT , I N D_D E ATH_DT , IND_DTH_HOSP_NM, 
IND_DTH_CITY_NM J IND_DTH_STA_CD, I N D_DT H_C TRY_C D , VEHJMND^D, VEH_ROLE_CD, 
CAS^LOD_IN_RQ_CD, CAS_B EN E_STAT_CD , CAS_BENE_ST_DT, CAS_BENE_END_DT, CAS J)T, 
OLDJIASJJT, CAS_CITY_NM, CASJJS_STA_CD, CAS_CTRY_CD, HIGH_MI L_RAN K_AB t 



UNCLASSIFIED? , ' fOuQ - 
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HIGHJ y IIL_RANK_END_DT J HIGH_MIL_RANK_5TJDT, RCMD_MI L_RANK_AB , PROM_LST_DT, 
CAS^PROCJMF^TXCIRC, CAS_PROCjmFOJTX_CAUS, CAS^RMKS^TX, VEH_GRP_CD, VEH_CD, 
VEH_5UPP_CD J WAR_CONFLICT_CD :i OPSJENCIDENTjrD, CAS_EVENT_TYP_CD > RPTJYPEJZD, 
SUPP_5VC_CD, RCVY_SITEJJTM_NR, 0AS_LAT_L0N6, CAS_ADDR_LOC_TX, CASJIED^PROGJID, 
IND_CTZP_CTRY_CD 3 PMOS, CONTR_AGENCY, RC„TOUR_STRT_DT, RC^TOURJ^PLJTT, 
RC_TOUR_TYP_CD, CAS_RM_IM_RCVRY_CD, DCIPS^CAS^INCNTJVR, DCIPS_CA5_FAM_MBR_NR ) 
SELECT DISTINCT (SELECT MAX(CAS_RPT_ID) + 1 FROM DFJTASUALTY) , (SELECT 
MAX(CA5_RPT_ID) + 1 FROM DF_CASUALTY) , *% ' HASTY 1 DCIPSFwd 4 , 1 201104061517 ' , 
'DCIPSFwd', 1 201104061629 r , T V , 1 122110102 1 , 1 122110101 , J >'% >\ 'H' , 'D 1 , f R', 
,r , * r % ' D' , r % 'V, 'A', 'U 1 , ' (b)(6) , 645163274* J 'RAST', 

1 BENJAMIN 1 , 'D', 'HfT, % »*, 'N', p % % '1/23, RCT-8, 

2ND MARDIV FWD (PARENT CMD: 4TH MARDIV) * ^ ' **j ^ f % *% " 3 % 

1 r , 1 1 , r 1 , 1 BLAST OF WOUNDS 1 , u ,+ " , " , 1 ' , ' ^ 11 , h * $ ' ' , 1 ' , 

'B', ,, J '201104061024 1 , a 1 , M j ** # ' > , *«\ 

' 201104060917', r *\ 'SHAYKH-HUDHAMIHALYAN' > ' x \ ' 'ON 
20110406, HN RAST, MALE, 8404, DIED OF WOUNDS SUSTAINED FROM A HELL FIRE MISSILE 
WHILE CONDUCTING A DISMOUNTED PATROL NORTHEAST OF PATROL BASE ALCATRAZ, HELMAND 
PROVINCE, AFGHANISTAN * HN RAST WAS PRONOUNCED DECEASED AT 1824 BY LCDR (b)(3), (b)(6) 
(b)(3), (b)(6), USN, LCDR (b)(3), (b)(6) IDENTIFIED HN RAST BY MEANS OF NAME TAPES AND 
IDENTIFICATION TAGS. HN RAST WAS WEARING THE NEW KEVLAR HELMET, THE SCALABLE 
PLATE CARRIER WITH FRONT, BACK AND SIDE E-SAPI PLATES, BALLISTIC GOGGLES, NOMEX 
GLOVES , AMD GROIN PROTECTOR . (MM# 04-06B) 1 , 1 BLAST WOUNDS', ¥ A COMMAND 
INVESTIGATION IS BEING CONDUCTED REGARDING THE CAUSE OF DEATH POSSIBLY BEING DUE 
TO FRIENDLY FIRE. INVESTIGATING OFFICER IS CAPT (b)(3), (b )( 6) 4 THE PROPER MEDICAL 
AUTHORITIES WILL MAKE THE APPROPRIATE ENTRIES IN HN RAST 1 ' S MEDICAL RECORD- THE 
PNOK HAS NOT BEEN NOTIFIED > THE MEDICAL POC IS LT WHITEHEAD AT (b)(2) « THIS 

PCR HAS BEEN VERIFIED BY MAD (b)(3), (b)(6) , OPERATIONS OFFICER, REGIMENTAL 

COMBAT TEAM 8. POC AT THIS COMMAND IS THE ADJUTANT CAPT (b)(3), (b)(6) j, AT 

(b)(2), (b)(3), (b)(6) OR DSN: (b)(2) i SUPP PCR WILL FOLLOW AS NECESSARY. ' , 

« 1 «» ■ ■ I ■ * T II 1 T * 11 11 11 * 1 11 11 11 11 * 1 11 11 11 11 

J J .J J J J j j ,? ? * j j j j y * * J 5 

1 1 FROM DF_CASUALTY <DFSQLEND> 



<ORASQLBEGIN> 

INSERT INTO DF_CASUALTY( CAS_RPT_ID, INIT_CAS_RPT_ID, ARCHIVE, CRJJSER.JD, 
CR_DTTM, LMD USER_ID, LMD_DTTM, RPT_TYP_TBD, CAS_RPT_NR, CAS_INIT_RPT_NR, 
CAS_CASE_CLS_DT J CIV_EMP_TYPE_CD, CAS_INCIDNT_CD, CAS_STAT_AB, CAS_CAT_CD, 
SPCJENT, SPC_CATj TERR_ACT, MULT_CAS_EVENT_CD, MULT_CAS_EVENT_TX, PERS_TYPE_CD, 
PERSJ^ILAF L_CD, PERS_CAT_CD, IND_SSN, OLD_IND_SSN, INDIV_LAST_NM, INDIV^FIRST^NM, 
INDIV_MIDDLE_NM, INDIV_NM_SFX_AB J 5 VC_MB R_ RAN K__A B , IND_RACE_PQP_CD, 
IND_ETHNIC_CD, IND_SEX_CODE, IND_R E L_D EN0M_CD , UNIFD_SVC_CD J DMOS, 
MIL_PERS_CLAS_CD > DY_PRC_CMSND_OFF, CIV_PAY_GR_LVL_NR, CIV_PAY_PLAN_CD, ORGU^NME, 
U N I T_I DEN T__CD , ATG_PEBD, BASD, BIRTH_DT, IND_BRTH_CITY_NM J IND_B RTH_STA_CD> 
IND_BRTH_CTRY_CD, CAS_PROGNOSIS_CD, HOSP_NM, HOSP_CY_NM > H05P_5T, HOSP_CTRY» 
DG_TEXT, PROGNOSIS_TX, DIAGNOSIS.TX, DSBLY_RET_LIST_CD, MIL_SP_DT, MIL_DR L__DT, 
IND_DSBLY_PCT_NR, SGLI_DT, CAS^DTH.FAC^TYP^CD., IND_HOR_CY_NM, IND_HOR_ST_CD, 
I N D_H OR_CT R Y_C D , CONT_HOSPZTN_IN_CD > ORGANIZATION_NM J CAS_INCNT_TNG_CD, 
CAS_INF_FC_TP__CD, EMR6_NTFNJ*VW_DT J EMRG^NTF^COMPL^DT, IND_DEATH_DT, 
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IND_DTH_HOSPJ\IM, IND_DTH_CITYJ\!M, IWD.DTH_STA_.CD, IND_DTH_CTRY_CD, VEH_OWND_CD, 
VEH_R0L£_CD, CAS_LOD_IN_RQ_CD, CAS_B EN E_STAT_CD , CA5_BENE_STDT, CAS_BENE_END_DT, 
CA5_DT, 0LDJIA5 JTT, CAS_CITYJ\JM, CAS_US_.STA_.CD, CAS_CTRY_CD, HIGH_MILJ*ANK_AB, 
HIGH_MILJ*ANK_END_DT, HIGH_MIL_RANK_ST_DT, RCMDJ^I L_RAN K_A8 , PROM_LST_DT, 
CAS_PRGC_INFO_TX_CIRC, CASJ>R0CJENFO_JX_CAUS, CAS_RMKS_TX, VEH_GRP_CD, VEHJTD, 
VEH_SUPP_CD, WAR_CONFLICT_CD, GPS_INCIDENT_CD, CAS_EVENT_TYPj:D, RPT_TYPE_CD, 
5UPP__SVC_CD, RCW__5ITE_UTMJ\IR, CAS_.LAT_.LONG, CAS_ADDR_LDC_TX, CAS_MED_PRQG_CD, 
IND_CTZP_CTRY_CD, PM05, C0NTRJW3ENCY, RC_T0UR_5TRT_DT, RC__TOUR__CMPL_pT, 
RC_TOUR_TYP_CD, CA5JW_IM_RCVRY_CD a DCIPS_CAS„INCNT_NR, DCIPS_CAS__FAM__MBRJ\IR ) 
VALUES ( cas_rpt_id.nextval, cas_rpt__id.nextval, r % T DCIPSFwd% TO_DATE( '06-apr- 
2811 1517% 'dd-mon-yyyy hh24:mi r ), 'DCIPSFwd', TG_DATE( * 66-apr~2011 1629% 'dd- 
mon-yyyy hh24:mi , ) :> '1% 1 122110102% '122110101% null, *% 'H% 'D% 'R% *% 
'% % •% 1 % 'V% 'A% 'U', ' (b)(6) r j '645163274% "RAST% * BENJAMIN 1 , '0% 
1 % 'HN% '% *% ' % ' % 'N% '% '% ' % 1 % '1/23, RCT-8, 2ND MARDIV FWD 

(PARENT CMD: 4TH MARDIV) ' , r % null, null, null, "% % '\ '% '% '% '% % 
'% '% 'BLAST OF WOUNDS % *% null, null, '% null, % '% T % '% '% '% '% 
'B% null, null, TO_DATE('06-apr-2011 1024% r dd-mon-yyyy hh24:mi'), 1 % ' % 
% % '% '% l % null, null, TOJ)ATE('06-apr-2011 0917' , 'dd-mon-yyyy 
hh24:mi r ), null, 1 SHAYKH-MU JHAMIHALYAN 1 , '% 'AF% r % null, null, ' % null, 'ON 
20110406, HN RAST, MALE, 8404, DIED OF WOUNDS SUSTAINED FROM A HELL FIRE MISSILE 
WHILE CONDUCTING A DISMOUNTED PATROL NORTHEAST OF PATROL BASE ALCATRAZ, HELMAND 
PROVINCE, AFGHANISTAN ♦ HN RAST WAS PRONOUNCED DECEASED AT 1024 BY LCDR (b)(3), (b)(6) 
(b)(3), (b)(6), USN- LCDR (b)(3), (b)(6) IDENTIFIED HN RAST BY MEANS OF NAME TAPES AND 
IDENTIFICATION TAGS. HN RAST WAS WEARING THE NEW KEVLAR HELMET, THE SCALABLE 
PLATE CARRIER WITH FRONT, BACK AND SIDE E-SAPI PLATES, BALLISTIC GOGGLES, NOMEX 
GLOVES, AND GROIN PROTECTOR » (MM# 04-06B) % 'BLAST WOUNDS % 'A COMMAND 
INVESTIGATION IS BEING CONDUCTED REGARDING THE CAUSE OF DEATH POSSIBLY BEING DUE 
TO FRIENDLY FIRE. INVESTIGATING OFFICER IS CAPT (b)(3), (b)(6) - THE PROPER MEDICAL 
AUTHORITIES WILL MAKE THE APPROPRIATE ENTRIES IN HN RAST"S MEDICAL RECORD > THE 
PNOK HAS NOT BEEN NOTIFIED. THE MEDICAL POC IS LT (b)(3), (b)(6) AT (b )( 2) , THIS 

PCR HAS SEEN VERIFIED BY MAI (b)(3), (b)(6) , OPERATIONS OFFICER, REGIMENTAL 

COMBAT TEAM 8. POC AT THIS COMMAND IS THE ADJUTANT CAPT (b)(3), (b)(6) , AT 

(b)(2), (b)(3), (b)(6) OR DSN: (b)(2) . SUPP PCR WILL FOLLOW AS NECESSARY. % 

j.jjjjjIjjj5 >jj j j null, null, , , 
T % ") 
<ORASQLEND> 



<SQL> 

INSERT INTO DCIPSFWD( RPT_.TYP_.TBD, CAS_INCIDNT_CD, CAS_STAT_AB, CAS_CAT_CD, 
CAS_RPT_NR, MULT_CAS_EVENT_CD, HULTjCAS_EVE.NT_JX, PERS_TYPE_CD, PERS_MILAFL_CD, 
PERS_CAT_CD, IND_SSN, OLD_IND_SSN, INDIV^LASTJsIM^ INDIVJ=IRST_NM, 
INDIV_MIDDL E__NM , INDIV_NM_SFX_AB, IND_UNIFD_5VC_CD, 5VC_.MBR_RANK_.CD, ORGU_NME, 
CAS_B EN E_5TAT_CD , CAS_DT, OLD_CAS_DT, CAS_INF_FC JTjTD, CASJIITYJMM, 
CAS_US_STA_CD, CAS_CTRY„CD, IND_DEATH_DT, CA5_DTH_FAC_TYF_CD , IND_DTH_CITY_NM J 
IND_DTH_STA_CD, I N D JDTH_CTR Y_C D , CA5J*MJEMJ*CVRY_CD, DIAGNOSISJTX, 
CAS J>ROC JEN FO_TX_C IRC, CAS_PROC_IN FO_TX_C AUS , CAS_RMKS_TX, CAS_CASE_CLS_DT_TBD, 
SPARE05, HOSP_NM, HOSP_CY_NM, HOSP_CTRY, HOSP_ST, PR0GNOSIS_TX, 
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CAS_PROGNOSIS_CD_TBD ) VALUES ( 'INIT 1 , 'D* ^ l R', 1 122110102' , % 'V 1 , 

'A 4 j 'U\ 1 (b)(6) % '645163274', 'RAST 1 3 'BENJAMIN', 'D*, % 'N 1 , ' HN ' , 
"1/23, RCT-S, 2ND MARDIV FWD (PARENT CMD: 4TH MARDIV) \ 1 ' J '201184060917 ' J ' \ 
1 B ' j , SHAYKH-MU3HAMIHALYAN , J '% 1 AF 1 j ' 201104061024 1 , 1 '% M 4 1 BLAST 

OF WOUNDS ' j 'GN 20110406,, HIM RAST, MALE, S404, DIED OF WOUNDS SUSTAINED FROM A 
HELL FIRE MISSILE WHILE CONDUCTING A DISMOUNTED PATROL NORTHEAST OF PATROL BASE 
ALCATRA2, HELMAND PROVINCE, AFGHANISTAN. HN EAST WAS PRONOUNCED DECEASED AT 1024 
BY LCDR (b)(3), (b)(6) , USN. LCDR (b)(3), (b)(6) IDENTIFIED HN RAST BY MEANS OF NAME 

TAPES AND IDENTIFICATION TAGS. HN RAST WAS WEARING THE NEW KEVLAR HELMET, THE 
SCALABLE PLATE CARRIER WITH FRONT, BACK AND SIDE E-SAPI PLATES, BALLISTIC 
GOGGLES, MOM EX GLOVES, AND GROIN PROTECTOR . (MM# 04-06B)', ' BLAST WOUNDS 1 , T A 
COMMAND INVESTIGATION IS BEING CONDUCTED REGARDING THE CAUSE OF DEATH POSSIBLY 
BEING DUE TO FRIENDLY FIRE. INVESTIGATING OFFICER IS CAPT (b)(3). (b)(6) • THE PROPER 
MEDICAL AUTHORITIES WILL MAKE THE APPROPRIATE ENTRIES IN HN RAST * 1 S MEDICAL 
RECORD. THE PNOK HAS NOT BEEN NOTIFIED. THE MEDICAL POC IS LT (b)(3), (b)(6) AT (b)(2) 
(b)(2) . THIS PCR HAS BEEN VERIFIED BY MAJ (b)(3), (b)(6) , OPERATIONS OFFICER, 
REGIMENTAL COMBAT TEAM 8. POC AT THIS COMMAND IS THE AD3UTANT CAPT (b)(3), (b )(6) , AT 
(b)(2), (b)(3), (b)(6) OR DSN: (b)(2) . SUPP PCR WILL FOLLOW AS NECESSARY. * , 

'% 'DCIPSFwd", tJ ) 
<END> 
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PRIVACY ACT STATEMENT 



Name: 



(b)(3), (b)(6) 



Rank/Rate: CA?7 / r3-^ 



Unit: A ^ ) k&fsiri B>. 
Teiephone number: Aj/I 

Today, /^r X?*- 20 // , I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act 

Thrs statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Lav/ 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the Information 
requested below. 

1. AUTHORITY : 5 US.C. 301: 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b., 2737, 501 3 3 5031- 
5036, 5131-5150, 5S47, 6148, 7205, 7622-7623; 28 U.S.C. 1346 s 2671-26SG; 31 US.C. 240-243, 352V 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651-2653: 44 U.S.C, 3101: 49 
U.S.C. 1901. 

2 - PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be used for the following purposes; 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments } dates of expiration of active obligated service^ 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property, 

d- Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

ft. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors 1 benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use In 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to Stats or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons Involved in the 
incident, for use in legal or administrative matters. < The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4- MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary ,< You are advised that you are Initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] In paragraph 2, above, resolved in 
your favor, but the final determination will be based on ail the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c* above: < Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination, 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above :< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties In connection with the 
incident, or authorize withholding of the records of your treatment In naval medical facilities, 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) ^ /+?r X Q ( 
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"yv*€<*.r (or a. "fific 1 ?^) t^^C' ' ^^^^^^ 



(b)(3), (b)(6) 



(b)(3), (b)(6) 





(b)(3), (b)(6) 
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Rights Advisement Forms 



ARTICLE 31 RIGHTS 



Name: 



Activit y ; -Umv Acl X\> 13^^ 

Telephone number: ' 71 



I have been advised that I may be suspected of the offease(s) 
!l and that: 



The statement you gave to ^fore is no t 

admissible at a court-martial and cannot be used against you. 

Regardless of the fact that you have talked about this offense before, you still 

have the right to remain silent now* 

I have the right to remain silent. 

Any statement I do make may be used as evidence against me In trial by court 
martial, 

I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses, a 
military lawyer appointed to act as my counsel without cost to me, or both. 
1 have the right to have such retained civilian lawyer and/or appointed military 
lawyer present during this interview. 
I have the right to terminate this interview at any time. 

(b)(3), (b)(6) 



WAIVER OF RIGHTS 

I further certify and acknowledge that I have read the above statement of my 
rights and fiiUy understand thein, and that: 
I expressly desire to waive my right to remain silent, 
1 expressly desire to make a statement. 
I expressly do not desire to consult with either a civilian lawyer retained by me or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning. 

I expressly do not desire to have such a lawyer present with me during this 
interview. 

This acknowledgment and waiver of rights is made freely and voluntarily by me, 
sad without any promises or threats having been made to me or pressure or 
y kind having been us 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



4 



date) 



: 
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(b)(1)1.4a 



(b)(1)1.4a 



33 



(b)(1)1.4a 



23^ 



15" 



4 



(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)! .4a 



^(b)(1)1.4a 



(b)(1)1.4a 



nsf- 



*4 



<b)(1)1.4a 



"rpr^ 

; 1 y _ 



(b)(1)1-4a 



(b)(1)1.4a 



E 



52Z j^J^Z^ 
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5 April 2011 1108 Capt 



(b)(3), (b)(6) 



J woke at 0745 and entered the ROC (b )(i)i.4a had just reported on I ED strike IVO the (b)d)i.4a was 
on station ISO Recon Bn so we pushed sensors IVO mw** friendles, IED ATB low order and caused 
no damage to vehicle at approx 0815. 0820 (b)d)i.4a reported taking small arms fire, I was manning Co 
GiTACil ( b )(i)i.4a had rolled to (b)(i)i.4a TAC as per (b )(i)i.4a guidance. Once they took fire they rolled back 

to (b)(i)i.4a TAC, (b)(i)i.4a reported to (b)(i)i.4a that they were still in contact .Requested updated 
^positions for all friendly units. (b )( i)i.4a reported vehicles JVO the m ^ Aa ) and dismounts 
just off Gil in canal (see iogbook/map for exact positions). (bxi)i.4a observes individuals and muzzle 
flashes just SW of crnpd 58 Q6D. I relayed to (b)(i)i.4a what we were observing and (bxi)i.4a 
confirmed they believed they were taking fire from IVO crnpd 58. A pre-emptive 9-line was dropped to 
(b)(i)i.4a, I then reconfirmed friendly positions w/ (b )( i)i.4a and told them we still had individuals at crnpd 
O^ 58 and u P dated them on the status of the (b)d)i.4a flight Friendly pos remained the same, I told 

( b)(i)i.4a we were prepared to strike if the tgt was viable based of ( b)(i)i.4a observation. Approx time 
$9*F3: ( b )(i)i.4a said the tgt was good based on them taking fire from fVO crnpd 58. (b )(i)i.4a then 
/bypassed another friendly position south of last position but still IVO 611, aprrox 180m E from tgt. (b)(i)i.4a.* 
engaged with Ix hellfire. After strike, (b)d)i.4a was standing by for BD& ( bxi)i.4a came over the net 
reporting possible fratricide. Two casualties were reported ( b X i)i.4a then advised that they were trying 
^ to reach the causalities. Initial report stated two casualties, one with concussion and one with shrapnel 
^wounds. MEDEVAC 9-line was dropped to (b )( i)i.4a reported they were trying to get to 

casualties and they were trying to get an update for ZMIST. (b)0)i.4a flight check in to support 

(bxi)i.4a is working to transport casualties to ViCs so we can MEDEVAC from PB Alcatraz. 

(b) ( i)i.4a checks in and is holding off the LZ ( bxi)i.4a calls in and says they are loading casualties but 
^ don't have enough room, (bxi)i.4a requests QRF to move pax. QRF load up to push, calls 

back and updated two casualties to heroes says they are pushing back to PB AJcatraz, QRF launches to 
^provide security between ( bxi)i.4a & PB Alcatraz. Approx heroes are wheel up from Alcatraz on 
^ (b)d)i.4a For exact times and grids reference logbooks. (b)(1)1 ' 4a 
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(b)(3), (b)(6) 




(b)(1)1.4a _ (b)(1)1.4a QrQ ^fgj^n 



(b)(1)1.4a 



— (b)d)i.4a r*a+&+/ fajfe)^ 

(b)(1)1.4a fofl-erf ^fo 



^(b)(D1.4a^( fl^ 



(b)(1)"! .4a 



(b)(1)1.4a 



-feA A^* rty — /»«^ v ^ 

■^yo^a/ j£a — (b)(1)1 . 4a . 



(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)! .4a 



-MU 



(b)(1 



) 14a 



y \ 



-fit - 



«" (b)(1)l4a U»kf* ^J> ab^l-^ n ^ (bX1)1A 



(b)(1)1.4a 
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(b)(1)1.4a 



= 
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(b)(1)1 
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(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1.4a 



■4a j^M ^fC f y/M'^ J - fi^L S^y^ (b)(1)1.4a 
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(b)(1)1.4a 
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_ jL 







ENCLOSURE 12 
10 of 12 



(b)(1)1.4a 



(b)(1)1.4a 
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MEMORANDUM FOR THE RECORD 



Sub]: SUMMARY OF INTERVIEW OF CAPTAIN (b)(3). (b)(6) ON APRIL 15, 2011 

1. On April 15, 2011 at Patrol Base Alcatraz I, Major (b)(3), (b)(6> Major (b)(3), (b)(6) , and Captain^), (b)(6) 
interviewed Captain (b)(3), (b)(6) to gather additional details on the actions related to the (b)(i)i.4a 
Hellfire strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6), the legal representative 
to the investigative team, 

2 + Capt (b)(3), (b)(6) indicated that the element from 1 st Bn, 23 rd Marines had been working with Co 
A 2 nd Recon Bn for approximately one month. Capt (b)(3), (b)(6) sleeps adjacent to the Co A 2 nd Recon Bn 
COC and overheard the radio traffic indicating that (b)(i)i.4a was in contact. He moved into the 
COC at approximately 0745L and assumed the primary Watch Officer role in communicating with Ub)(3), (b)(6) 
( (b)(i)i.4a ). He pushed a>)(i)i.4a to support(bxi)i.4aby first identifying the friendly forces and then 
scanning to the West, which was the reported origin of enemy contact. (b)(i)i.4a reported personnel in 
the vicinity of Building 58 and then reported seeing muzzle flashes. Capt (b)(3), (b)(6) did not see the 
muzzle flashes but established hostile act / hostile intent based upon the (b)(i)i.4a report the 
combination of enemy contact from the West and reported firing from the personnel being observed by 
(b)(i)i.4a i He did not pass the 9 Line tQb)(i)i.4abut passed the grid coordinates of the target to U>)(3), (bxgnd 
confirmed friendly locations on three occasions before the strike. Capt (b)(3), (b)(6) was unable to monitor 
MIRC traffic from the Co A 2 nd Recon COC so relied solely on radio traffic and messages relayed from the 
2 nd Recon Bn COC for information concerning the (bxi)i.4a mission, 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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PRIVACY ACT STATEMENT 



Name: _ (b)(3), (b)(6) _ . 

Rank/Rate: 

Unit; Xt> fcfo?/^ T5/^ 

Telephone number: 

Today, I^aPBa*- 20 U , I acknowledge that ) have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579J which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

t AUTHORITY : 5 U-S.C- 301; 10 U.S.C* 972, 1201-1221, 2733, 2734-2734b„ 2737, 5013, 5031- 
5036, 5131-5160, 5947, 6148, 7205, 7622-7623; 28 ILRJ& 1346, 2671-2630; 31 LJ.S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718: 37 U.S.C. 802; 38 105; 42 U-S.C. 2651- 2653; 44 U.S.C. 3101; 49 

U.S,C. 1901. 

2. PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d- Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purposed) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors* benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds: to the U.S. General Accounting 
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Office for purposes of determ [nations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additional^ such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local taw enforcement and court 
authorities for use in connection with civilian criminal and civil court proceed ings.< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4, MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE ; 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary^ You are advised that you are initially presumed to be entitled to have 
the [personnel determination) [disciplinary determinations) in paragraph 2 ? above, resolved In 
your favor, but the final determination will be based on all the evidence in the investigation 
records, < If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and ff you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record , which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e T 
above i< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

dp Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident or authorize withholding of the records of your treatment In naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
Information, and determinations or evaluations made as a result of the Investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 




(Signature and date) 
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Rights Advisement Forms 

ARTICLE 31 RIGHTS 

Name:. (b)(3), (b)(6) . Rank: 6»Y5&t^ 

Aedvity:___ Unit: "Zk XL&t&^M&AAiciz f&o 

Telephone number; 

I have been advised that I may be suspected of the offense(s) 

oft , . ^arid that: 



The statement you gave to before is not 

admissible at a court-martial and cannot be used against you. 

Regardless of the fact that you have talked about this offense before, you still 

have the right to remain silent now, 

I have the right to remain silent. 

Any statement I do make may be used as evidence against me in trial by court 
martial. 

I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses, a 
military lawyer appointed to act as my counsel without cost to me t or both. 
I have the right to have such retained civilian lawyer and/or appointed military 
lawyer present during this interview. 
I have the right to terminate this interview at any time, 

(b)(3), (b)(6) 



WAIVER OF RIGHTS 

I further certify and acknowledge that I have read the above statement of my 

rights and fully understand them, and that: 

I expiessly desire to waive my right to remain silent 

I expressly desire to make a statement, 

I expressly do not desire to consult with either a civilian lawyer retained by me or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning. 

I expressly do not desire to have such a Sawyer present with me during this 
interview. 

This acknowledgment and waiver of righis is made freely and voluntarily by me, 
and without any promises or threats having been made to me or pressure or 
y~ ^ y coercion of any kind having been used aeainst me. _ 

(b)(3), (b)(6) J_W^I (b)(3), (b)(6) j OfflMZ^ j 



(Member's signature and date) (Witness 1 s signature and date) 



: 



— enclosure ra 



-^=rz 



w 9* cr#vn •+»•*+ 

— &i5sT (b)(3) ' (b)(6) *lS) 

GGAPfci. -zon H^2>lY £je^ ^T^ r ^^r* - (b)(i)i.4a u?K/r~ 



(b)(1)1.4a 



(b)(3), (b)(6) 



i 



5AP t i/o> (b)d)i.4a / t TT*£ff_ O^CiT 7 7/ &r c+l^ 

£ SsQ <; .^.^^ .^J^L (b)(1)14a £ /A#Z-f &0 



To ^o rtAt T ufi A TjtejL 



HAD 



(b)(1)1.4a 



/V/r r/if&usJir fo/^ i ^L /Jtf-SiD -zv o ^ i3tfiT~ &f 



in 



(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1.4a 



_ (b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1.4a 



— — 



ENCLOSURE 13 
S of Iff 5 



— : 



— - 



(b)(1)1.4a 



f 5000 


'- - 

' N 7&k - - 


&>, (b)(1)1.4a 

















/^fkU^aCj ttpftC tf ? 4J A£ Cni**} 4*\E>__. (b)(1)1 4a Qfr{~ 

JPQxl^ (b)(i)i4a z &^fr/Ztf i r/j f flj LniMlo Q A$ 



At*#^& TMb*" £r/t i<j/£>&Jt*&iJ t *$T? (b)(1)1.4a 

L>1L&ifsOh £$*u^dhfA- £ALL<Z\b£ (b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1.4a 

X" /lPPfl0t,irt£l AA.hT&AMT' (b)(1 )1 4a 



(b)(1)1.4a 



i 



: i — 



ENCLOSURE 13 
6 of tO 



• • • • • • • 1 1 » *W£ * 



<^yS 3 f (b)(3), (b)(6) 



_. ^iTj-lfjQ / ^/^JfrffZ^ (b)(1 )1 .4a 



(b)(1)1.4a 



(b)(3), (b)(6) 





































ENCLOSURE 1 3 
7 of 10 



(b)(3), (b)(6) ^k)c\z*> 0* $tb*^ 



AIk S=tt3> 



-fit* 



4 



4* 



4^ V Tortus 



k no? 1 



-r-r 





LP' 



: 



ENCLOSURE l j 
8 of 10 







-GySgt (b)(3), (b)(6) (FMO chief} 

06 April 2011 Friendly Fire Statement - Chosin 81 GySgt (b)(3), (b)(6) 

(b)(i)i.4a ARF was conducting a mounted/dismounted patrol along 611, When the cali was received 
over Bravo Company TAC and Bn TACPL that they were receiving SAF IVO(bxi)i.4aalong RTE 611. Once the 
call was received, coordination between A, and Bn was made and (b)(i)i.4a was directed to come up 
A Co TAC1. At the same time, I established positive comms with (b)(i)i.4a and directed them to 
establish an initial sensor point on friendly forces along 611. Once establishing J had (bxi)i.4a conduct 
an initial scan 300 m to the west of 611, As the T6T area became better refined, I had him conduct a 

(b)(1)! -4a 

was updating friendly positions that had vehicles on 611 at (bxi)i.4a and (bxi)i.4a . When asked to 
confirm dismount locations, was passed, (bxi)i.4a picked up 4 indivs (b)(i)i.4a and 

immediately thereafter reported muzzle flashes from this location. I sent the pre-emptive 9-line to 
(b)(i)i.4a as follows: 

Type I J B0T1XAGM114 

1-3 from overhead 

4 3000 

5 EN FP 

6 (b)(1)1.4a 

7 None 

8 E 200 

9 Egress back to overhead 

Once the 9-line was passed, confirmation of friendly forces was giuen and (b)(i)i.4a QRF was advised of 
TGT location and GRG reference (Bidg 58 Q6D). (b)(i)i.4a confirmed friendly location as along the 611 
^//dismounts (b)(i)i.4a . At this time I gave ground commander call sign (bxi)i.4a and approved 

(bxi)i.4a \n. (bxi)i.4a requested N-5 FAH which I approved and I gave (b)(i)i.4a "Cleared Hot"- Once 
the missile impacted^ update^initial BDA was requested and (b)(i)i.4a passed, "Standby" Within 1 
minute, (bxi)i.4a called stating that this may be a friendly fire event 

Throughout the mission, friendly forces were confirmed constantly and the TGT site was reported as 
Bldg65S, 

(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF GUNNERY SERGEANT (b)(3), (b)(6) ON APRIL 15, 2011 

1. On April 15, 2011 at Patrol Base Alcatraz I, Majors, (b)(6), Major (b)(3), (b)(6) r and Captains, (b)(6) 
interviewed Gunnery Sergeant (b)(3), (b)(6) to gather additional details on the actions related to the 

(b)(i)i.4a He lift re strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6) { the legal 
representative to the investigative team. 

2. GySgt (b)(3), (b)(6) was certified as a JTAC after attending the school approximately one year ago. 
Since arriving in Afghanistan he has had 5 previous controls resulting in 4 drops prior to this engagement 
{2 - Hellfire and 2-GBU) and one aborted control due to Joss of PID, Prior to this engagement he had 
supported Co A 2 nd Recon Bn from January 15 to February 22, 2011. After spending from February 22 to 
mid March at the 2 nd Recon Bn COC, he then supported Co B 2 nd Recon Bn from March 12 until the end 
of March. He then started supporting Co A 2 nd Recon Bn again the beginning of April. Enemy activity had 
required employment of fires (indirect or aviation} once a day since arriving in the area of operations. 
He briefed the two new jFOs that joined MES on April 5 th but they were not employed in aJFO role 
during the action on April 6 th . During the April 6 th mission, he saw the muzzle flashes on the (b)(i)i.4a 
video feed, which correlated with their subsequent report of muzzle flashes in the vicinity of Building 53. 
He did not receive an indication of the orientation of the fires observed but indicated that the decision 
to engage the personnel near Building 58 was made based on reports that friendly forces were on Rt 
611 or just to the immediate west and reporting from the friendly force that they were taking fire from 
the West. He offered that his request for fires would not have changed if (b)(i)i.4a had stated that the 
direction of fire was to the West 

3. I certify that this statement is an accurate summary of the interview, 

(b)(3), (b)(6) 



COL USMC 
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PRIVACY ACT STATEMENT 



Name: _ (b)(3), (b)(6) 

Ra n k/Rate: 

Unit: 2: 0, fi&azAJ g&j A&r*\* t 

Telephone number: 

Today, *7f ApfM- 20 n r 1 acknowledge ihal i have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about tnemselves as to certain facts regarding the information 
requested below. 

1 . AUTHORITY : 5 LLS.C. 301 : 10 U.S-C, 972, 1201-1221, 2733, 2734-2734K, 2737, 5013, 5031- 
5036, 5131 *51 50, 5947, 6143, 7205, 7622-7S23; 23 U.S.C. 1346, 2671-2630; 31 U.S.C. 240-243, 3521- 
3531 f 3701-3702, 3717-3718; 37 U.S.C. S02; 38 IKS.G* 105; 42 U.3-C. 2651-2653" 44 U.S.C, 3101; 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES , The information which will be solicited Is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor s 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

h> Determination on disciplinary or punitive action, 

c. Determinations on liability of personnel for losses of or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and com plaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

£ Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 







i on? 



Office for purposes of determinations concerning relief of accountable personnel from liability for 
Josses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or focal law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters ,< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems ,< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and action S- 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above: < 
Disclosure is voluntary .< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records. < If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide che requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination, 

b, Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refuse! to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the Incident under investigation, 

d. Where the Individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above; Disclosure is 
voluntary, but refusal to disclose the requested information could resutt in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident or authorize withholding of the records of your treatment in naval medical facilities. 

e, !n any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) ffr /jfpL ^JLlj/ 

(Signature and date) 





Rights Advisement Forms 

ARTICLE 31 RIGHTS 



Name:^ (b)(3), (b)(6) ^an k: \e»*&&,mt 



Activity; Uric ^ RS£*><**> 

Telephone number: s 

I have been advised that 1 may be suspected of the offcnsc(s) 

of: . mi that: 



Tht statement you gave to before is not 

admissible at a court-martial and cannot be used against you. 

Regardless of the fact thai you. have talked abour Ibis offense before, you still 

have the right to remain silent now. 

I have the right to remain silent 

Any statement I do make may fee used as evidence against me in trial by court 
martial- 

I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses, a 
military lawyer appointed to act as my ccuasel without cost 10 me, or both. 
I have the right to have such retained civilian lawyer and/or appointed military 
lawyer present during this interview. 
I have the right to terminate this imsrvbw ai any time, i 

(b)(3), (b)(6) 



WAIVER OF BIGHTS 

I further certify and acknowledge that I have read the above statement of my 

rights and fully understand them* and that: 

I expressly desire to waive my right id remain siient 

I expressly desire to make a statement. 

1 expressly do not desire to consult with either a civilian lawyer retained by mc or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning. 

I expressly do not desire to have such a lawyer present with me during this 
interview- 

This acknowledgment and waiver of rights is imde freely and voluntarily by me, 
and without any promises or threats having been made co me or pressure or 
nnpriHrm nf any kind having been use J — *~~ J 

W'MV / z&a&fej __ (b)(3Mb)(6) OlAffl li 

(Member's signature and date) {Witness's signature and date) 

Understanding my rights under U.C.MJ Article 31.1 wish to make the following statement ; 
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WITNESS STATEMENT 



wo), (b),6) <$ef** at «/- (b)(3) ' (b)(6) 

/Rank/Rate Social Security Number 

Posi" ----- t | on 

(b)(3) 



Add 

psn /%//r 

QJTice Phone Mobile Photic 

1, _ (b)(3), (b)(6) . hereby make the following statement for 

the ION INTO THE FRIENDLY FIRE INCIDENT THAT 

OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND-SOUTHWEST (RC- 
S W}( AFGHANISTAN) . 



SEE ATTACHED STATEMENT fi 6 



~tJR/ 



I swear {or affirm) that the information in the statement above and on the attached page(s) is 
true to the best of my knowledge or belief. 



(Date) Time 



Sworn to before me this date. 



(b)(3), (b)(6) 



(Signalm. „„ « -a** «, , wjmm* Jaths per Art, 336, LJCMJ) (Dale) Time 
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PRIVACY ACT STATEMENT 



Name: (b)(3) ' (b)(6) 

Rank/Rate: A$<$ ^/S^t 

Un it: fi*t&*"* £-> 

Telephone number: 

Today, /C 20 . X acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federa! agencies musl inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below, 

1. AUTHORITY : 5 U.S.C. 301; 10 U.S.C, 972, 1201-1221, 2733, 2734-2734b,, 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C 1346, 2671-2630; 31 USX. 240-243, 3521- 
3531 , 3701-3702, 3717-371S; 37 U.S.C. 802; 38 U-S.C. 105" 42 U.S.C. 2651- 2653; 44 U.S.C. 3101; 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be u$ed for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits F involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annuaJ leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d« Evaluation of petitions, grievances, and complaints* 

% Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of nava! administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : En addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use In determinations concerning entitlement to 
veterans 1 and survivors 1 benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of fife insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation Involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or locai law enforcement and court 
authorities for use in connection with civilian criminal snd civil court proceed ings.< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incidents for use in legal or administrative matters.* The records are checked by or against the 
Government and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, Givtfc 
administrative, and regulatory proceedings and actions. 

4, MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is ? subject of an investigation for purpose 2a or 2b T above:* 
Disclosure is voluntary .< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c T above:< Disclosure is 
voluntary, and if you do not provide the requested information* any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e a 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient Information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties In connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with ihe 
incident or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations msde as a result of the investigation will be made 
oh the bases of the evidence that is contained In ths investigation record. 



(b)(3), (b)(6) 

(Signature and date) 
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£cp} (b)(3), (b)(6) g jfe; jth S^d. _ (b)d)1-4a , , jtf . «^ ^ 4^****?- 



of our _feh J4zL "/f^ A A. Ji J$|g _/^-^>- 

(b)(1)1.4a _f^A^_jLt Jht- . j^S* H^, A_¥i6^. ../ 



$ (b)0), (b)(6) _ ^ ^j^^ je^ . . /ri^Ak J&esSs&UBiA 7^^.-^^^- ^ — — 

_ teJrzzd. ...J^'lf! (b)(1)1.4a j a< yn|y , A£ .±U. MJ^^-. -M^ 



(b)(1)1.4a 



M M *m $m.- i&L />*W . & <b)(3)(b)(6) i ^#-^.- (bX1)1 - 4a *M-JLd&L 

^ •- f , / r .J. /I -,,//. 



fy / (b)(3), (b)(6) ^/f r ^ .hrJA.. (b)(1)1 - 4a ~^~L^/>J?^ i 2--*rA J^d^L 



(b)(1)1.4a yt ^ ^jT.; *&e#M*eJL M /4*£'.^-Jg*$&. ^— - 



^femJ *$P J&~'' A6**J bt- kif-/l*lt*<>... (b)<1 - )1 - 4a 



(b)(1)1.4a 



(b)(1)1.4a g j| -A * _/»^ >f g>_J^A > J—d^ a J^^—/^?M'4L'lk,± 



^ /jS 3 t 



Jz&$UL^— (b)(3). (b)(6) 




; ^ ^ f |S- 

- ^ (b)(3),, b )( 6, lPWC&*t- 



: ENCu, 



5 April 2011 



MSgC (b)(3), (b)(6) 



At appro* 0300, 6 Apr 2011, 1 was in A Co ROC and observed the conduct of operations in the ROC. Capt 
(b)(3), (b)(6) was the Watch officer on the radio w/ (b)(i)i.4a Gy (b)(3), (b)(6) was primary JTAC controlling 
(b)(i)i.4a , Sgt)(3), (b)(W as the RTO recording all transmissions in the comrn log. Aprox 0820 (bxi)i.4a 
reported reported SAF from West and they had dismounts 50 m west of 611. Around 0830 the XQ 
confirmed with (b)(i)i.4a friendly positions on or near Gil and that we have ISR feed on 3 individuals on 
fire positions behind bldg 58. (bxi)i.4a confirmed that they were taking fire from that pos. At around 
0345 XO again re-verified the location to (b)d)i.4a mi confirmed friendly location, (b)(i)i.4a replied ail 
friend lies fefe^s up and dismounts behind defilade, ISR showed us a dear feed of 3 individuals behind 
a shaft waii or just on sw side of bldg 58. The individuals ATB on the prone face the 611. The location 
and friendly location was re-confirmed 2 or B times between us and (b)(i)i.4a * After the drop (b)(i)i.4a 
come up on comms and announced that he thinks it might have been on his own guys. Based off what I 
saw on ISR and the information being passed from (bxi)i.4a as to enemy location and friendty location I 
belive it was a good drop. There was never any doubt In the ROC based off the information (bxi)i.4a 
was passing to us as to enemy and friendly locations that would make us second guess ourselves, 
Between myself the XO and Gy (b)(3), (b)(6) we were all in agreement that this was a good drop. After the 
fact it ATB that (b)(i)i.4a did not have good 5A as to his dismounted positions. 
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Rights Advisement bonus 



ARTICLE 31 RIGHTS 



Name: {m 

Activity: 

Telephone number; 



(b)(3), (b)(6) 



Rank: f*4^t 



Unit: A a A 



I have been advised that I may be suspected of the offense(s> 
of: 



and that: 



The statement yea gave to 



.before is not 



admissible at a court-martial and cannot be used against you* 
} Regardless of the fact that yon have talked about this offense before* you stiii 

have the right to remain sitent now* 
f I have the right to remain silent* 

| Any statement I do make may be used as evidence against me in trial by court 
martial* 

| I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses, a 
military lawyer appointed to act as my counsel without cost to me, or both, 

| Ihave the right to have such trekked civilian lawyer and/or appointed military 
lawyer present during this interview, 

| I have the right to terminate this interview at any time. 



I further certify and acknowledge that I have read the above statement of my 
rights and fully understand them, and that: 
I expressly desire to waive my right to remain silent, 
! I expressly desire to make a statement, 

I expressly do not desire to consult with either a civilian lawyer retained by mc or 
a military lawyer appointed ss my counsel without cost to me prior to 
questioning. 

I expressly do not desire to have zuch a lawyer present with me during this 
interview. 

This acknowledgment and waivsr of rights is made freely and voluntarily by me t 
and without any promises or threats having been made to me or pressure or 
on cf any kind having been use 1 



(b)(3), (b)(6) 



^IVBP JEftfGHTS 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



(Member's signature and date) 



(Witness's signature and date} 
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(b)(3), (b)(6) 







6 4ft? %&ff 



_c£_ ^f/^/^j. A / ^c- , £y;,< ^ (bio), (bxe) 



(b)(1)1.4a 



(b)(1)1.4a 



£jf_ (b)(3) (b)(6) ^> ^/jfl*^ ^W*/£y 

(b)(1)1 .4a y^l f*t+r*;h * /f s£z«3&*X*h*J. 



Oft 



(b)(1)1.4a 



/«*f X?/? /^j ^ J 



(b)(1)1.4a 



(b)(1)1.4a 



(b)(1)1-4a 



(b)(1)1.4a 




! 

5ot8 








f*e 



(b)(3), (b)(6) 



(b)(1)1.4a 



(b)(1)1.4a 



sAfCrftod*** J*tk j p&sse :£ /S^* (b)(i)i4a ^ J» 



(b)(1)1.4a 



I* 



( b )( 3 )- (b)(6) 

(b)d)1 4a ^ ^ ^gfr, [ 5^ ^ X /£j &£j***t*Af 



(b)(3), (b)(6) 



(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF MASTER SERGEANTwp). (b)(6)ON APRIL 15, 2011 

On April 15, 2011 at Patrol Base Alcatraz \, Major (b)(3), (b)(6) Major (b )(3), (b)(6) and Captains, (b)(6) 
interviewed Master Sergeants, (bxeyto gather additional details on the actions related to the (b)(i)i.4a 
Hellfire strike on April 6, 2011. We were assisted by Lieutenant Colonel my, me) the legal representative 
to the investigative team, 

2. Master Sergeants, vindicated that the l sl Bn 23 rd Marines element had been instructed by 
the Co A 2 nd Recon Bn CO, Capt (b)(3), (b)(6) to not go more than 100 meters off Rt 611 during their 
operations due to a noted tendency to become overextended in their actions, He also indicated that 
(b)(i)i.4a had a history of "not knowing where their guys are located." 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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PRIVACY ACT STATEMENT 



Name: 



(b)(3), (b)(6) 



Rank/Rate: Crff*/ 
Unit: ^/ 



Telephone number; _ (b)(2) 

Today, /£s9/*r-* */ , 20 // , I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of tne Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish persona! information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 U.S.C. 301; ID U,3.C. 972, 1201-1221, 2733, 2734-2734b. 5 2737, 5013, 5031- 
5036, 5131-5150, 5947, S148, 7205, 7S22-7S23; 28 U.S-C. 1346, 2671-2880; 31 US.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718: 37 U.S.C. 802; GS U.B.C. 106; 42 U.S.C. 2851-2653; 44 U.5.C, 3101; 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave, 

b. Determination on disciplinary or punitive sctron. 

c. Determinations on liability of personnel for losses of, or damage to s public funds or 
property. 

q, Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in tfu course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy, 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans 1 and survivors 1 benefits; to Servicemen's Group Life insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office far purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and in State or local law enforcement and court 
authorities For use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters^ The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems^ The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VOLUNTARY DISCLOSURE. CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above :< 
Disclosure is voluntary. < You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2 f above, resolved in 
your favor, but the final determl nation will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide tha requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. VSfhere an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above: < Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e T above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation wili be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) SZfsf>r>'/2*M 

(Signature and date) 



i 

2pM0 



(b)(3), (b)(6) 

(b)(3), (b)(6) 



(b)(3), (b)(6) 



(b)(1)1.4a ^/P/T / X . ✓ ; 

^Smm ^C. ^ ^ ^ ^ 



Ittas &J2£ gdm& jBgteiM M« (b)(1)1 , a ^ ^4 

, (b,(1)14a y m. 

* a m ^JC. ^-// ( b )d,i.4a mm^md, 

(b)(1)1.4a 



M mm&SL ^.^M atiy^, 



- ^« - sSfc^asUS # ^ ^ < a <&dfe o/> ^ ^pce,^ 
^ - "-^>— fob** ^ M_ ^em^i(^A3t 

sffi&c j& os>~/ -/9k 4ftg&*&* uses* 



*dSsC*bs 



esswa^SEsw^ t£ ^ &mjUE m m^M/iiL 

J 3 of 1 G 



OCCRlT // RCL TQ USA, ISAF. NATO 



(b)(1)1.4a 



G3b£tc j4&_jr/r> '4? /Ka,/<?. -//^^yy 7^ 



(b)(1)1.4a IsO^A S 



/S^ r , / 



(b)(3), (b)(6) 



Ms* 



(b)(3), (b)(6) 




3lCRCT ii RCL TO USA, I OAF, fv 
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(b)O), (b)(6) 



- - 



(b)(3), (b)(6) Sd? <^$>sy'/ c?6// 

SzWt A j} 



(b)(3), (b)(6) 



:l to uoa, i qaf, nato enclosure ib 
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(b)(3), (b)(6) 

The following statement is my knowledge of the events that rook place on 6 April 2011. At roughly (3320 

(b)(i)i.4a ' hit a low order IED along (bxi)i.4a Tnis event was called into me by 

Alpha Company via my VHFTAPCPL net. Shortly there after ! received a call from (b)(i)i.4a ; A Bravo 
Company JTAC that f (b)(i)i.4a 7 was also starting to take small armsfire. At the time I was monitioring 
a downlink feed and &?m traffic from a predator call sign (b)(i)i.4a , 4m MIRC I directed. (b)(i)i.4a to 
check in with (b)(i)i.4a , Alpha Co* JTAC on (b)(i)i.4a UHF freq. I also directed him via rmeto push his 
sensor to the area where (b)(i)i.4a was located on the 611. At this same time, roughly 0825, 1 
discussed with (bxi)i.4a and (bxi)i.4a (Capt (b)(3), (bxe) | that (b)(i)i.4a was pushing that way* At 0834, 

(b)(1)! 4a 

established positive comms w/ (bxi)i.4a an (bxi)i.4a The , began scanning to the west of (bxi)i.4a 
position, where they reported enemy coming from. (b)(i)i.4a had eyes on 3-4 individuals 200m west of 
last known FF position, based off SALTA. These Individuals were observed, by me within and near a tree 
line, I saw muzzle flashes come from one of these individuals. At the same time (b)0)i.4a passed a 9- 
line to (bxi)i.4a . At this point I passed a 9-iine Into MIRC, as required, when working with predator 
drones, into RCT-8_ASE_TACPL window. This 9-line was not official, but to dear airspace underneath 
the a/c executing the air to ground fires, When the air space was confirmed as deconf licted by RCT-8 
ASLT, I passed this on to o>xi)i.4a , who continued w/ the attack. The 9-line passed to (b)(i)i.4a by 
(bxi)i.4a ;s listed below: 

Type II BOT lxAGM HF 

1. 1-3 overhead 

4. 3000 

5. Enemy fight POS 

6- (b)(1)1.4a 

7. None 

8. E 200 

9. Egress back to overhead 

FAH S-W P but (bxi)i.4a requested N-S, that was approved 

ROE 421-422 

6C6 caltsign " (b)(i)i.4a " 

At 0851, the predator launched the HF and it impacted 17 seconds later at the grid above. 
Approximately 5 min !ater I received the radio call that this was a fratricide event At this point i only 
stood by to provide MEDEVAC or follow on air support. About 10-15 min post strike we began the 
process of requesting MEDEVAC and CAS assets to support the vehicle movement of 2 urgent casualties 
back to HLZ(b)(i)i.4ato be extracted. For time line of MEDEVAC please see MIRC notes. A section of H-l 
RW a/c caI!srgn(b)(i)i.4aprov!ded over watch and convoy escort as the patrol egressed the green zone and 
returned south along 611 to HLZ (bxi)i.4a . At 1025 ; both casualties were pronounced dead. 



; 
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Rights Advisement Forms 

ARTICLE 21 RIGHTS 
Narae:_ < b X3>, (b)(6) Rank: C^^T" 



Activity: Unit: 9» V 

Telephone number: 

I have been advised that I may be suspected of the offense(s) 

°^ and that: 

The statement you gave to _before is not 

admissible at a court-martial and cannot be used against you. 

Regardless of the fact that you have talked about this offense before* you still 

have the right to remain silent now. 

I have the right to remain silent, 

Any statement I do make may be used as evidence against me in trial by court 
martial. 

I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer lefcahied by me at my own expenses, a 
military lawyer appointed to act as my counsel without cost to me, or both. 
I have the right to have such retained civilian lawyer and/or appointed military 
lawyer present during this inter/few. 
1 have ihe right to terminate ihk interview at any time. 

(b)(3), (b)(6) 

WAIVER RIGHTS 

I further certify and acknowledge that I have read the above statement of my 

rights and fully understand them, and that: 

I expressly desire to waive my right tc remain silent 

I expressly desire to make a statement. 

I expressly do not desire to consult with either a civilian lawyer retained by me or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning, 

I expressly do not desire to inve suck a lawy er present with me during this 
interview. 

This acknowledgment and waiver of rights is made freely and voluntarily by me, 
and without any promises or threats having been made to me or pressure or 
coercion of any kind having been use J - - - * - - - ■ 

/ _ cr?4A* f/ 

(Member' s signature and date) (Witness's signature and date) 
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^o?^ C)(1)1-4a ' l A' ? O /ok. *ft£>s Ct/^-j /bU {f// 

(b)(1)1.4a ZPo^j^ 

Co^/Oif^y S7~y9<C: 7*/<* ■/ 0>X1)1.4a " t^-a-J- &/ro f&rT^An 

cf €7&~rt//s7fi~ s»>>e Ti- /yl^ 

C<?f/~r*'<fS^ (b)(1)1-4a _ l£> *S 0XD1 -4a 



7$ Ss£c£ Afar fo. U7^f< 0*1,1.4, 

-f&Mrifa'^ m Tb^/ 

Cf <^-'A*,S= (b)(1,14a > 

us^yK <b)(1)l4a (b)(i)i - 4a (bxa), (bX6) J 7^,./ 

( b )( 1 ) 1 - 4a /£cc* 7^* $f\ C7^j~ (b)(1)1.4a 

(b)(1)14a Qs/cr&Ak/ztff yPczr' r^'^P C&mm jr Uy/ 



(b)(1)! -4a 



(b)(1)1.4a ^7/^ 

(b)(1)1.4a 4^^*1**1* |f ^g#^ g /" (b)(1)1.4a 



T (b)(1)1.4a 



z<^^-rv 7<^ y ^y^yT^ss/ e*^^ \s co j ^ ^ 4 

( b)(i)i.4a ^^^J^^/ a l4 < b )< 1 > 1 - 4a ✓^V/^J 
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(b)(1)1.4a 

(b)(1)1.4a 



(b)d)1.4a /^r //'SY<?<J / ^Qt'&ks •' 

O. (b)(1)1.4a 
GC£ M Cj$l£St£Af (b)(1)1.4a 

(b)(1)1.4a 

Ar^e^ -^ZT s*><cz ' ^er&f C_&// 0&j>$ T^S* s & T^rLyy, 

6atjr t& (b)(1)14a * ^ 



(b)(1)1.4a 



ow-t^^A *«^*9M*ap aJ . ^ '? 

m **** ^ 



(b)(3), (b)(6) 



(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF CAPTAIN (b)(3), (b )( 6) ON APRIL 15, 2011 

1. On April 15, 2011 at Forward Operating Base Sabit Qadarn I, Major (b)(3), (b)(6), Major (b)(3), (b)(6) } and 
CaptalRb)(3), (b)(6)t ntervje wed Captains, (b)(6)to gather additional details on the actions related to the 

(b)(i)i.4a Heflfire strike on April 6, 2011, We were assisted by lieutenant Colonel (b)(3), (b)(6) the legal 
representative to the investigative team. 

2. Captain (b)(3), (b)(6) stated that (b)(i)i.4a (1/23 element) had been in contact almost daily since 
March. He was not paying much attention to MIRC traffic prior to the strike but was more focused on 
voice communication with (b)(i)i.4a due to the decision to strike, He indicated that a recent change in 
internal battalion procedures was made in order to treat Predator flights more fike a manned aviation 
asset by relying more on voice communication for terminal control of strikes. He felt like this more 
closely matched USMC CAS procedure training and also prevented delay of missions by injection of 
comments from Predator internal support organizations (ie D65,) He indicated that had he heard that 
the observed muzzle flashes were oriented to the West, away from friendly forces, it would have 
changed his request for fires and he would not have done it. He indicated that they normally get 
Predator DGS intelligence from the Predator pilot but in this case none was provided regarding the 
orientation of observed enemy fires. 

3. I certify that this statement is an accurate summary of the interview. 



(b)(1)1.4a 



COL USMC 
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PRIVACY ACT STATEMENT 

Name: < b > (3) ' < b > (6) Rank/Rate: j^tt J 

Activity: iJkto^M ySWfc j&b&rtw *sj Unit: ^gcc^j 
Telephone number: 

Today, lb AfgL 1 *- s 2QiL I acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with die provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY: 5 ILS,C. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b., 2737, 
5013, 5031-5036, 5131-5150, 5947 , 6148 , 7205 , 7622^7623; 28 U,S-C 1346, 2671-2680; 31 
U.S.C. 240-243, 3521-3531, 3701-3702, 3717-3718; 37 U.S.C. 802: 38 U.S.C. 105; 42 U.S.C. 
2651-2653; 44 U.S.C. 3101; 49 U.S.C. 1901. 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally 
and may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during 
disability, disability benefits, severance pay, retirement pay, increases of pay for longevity, 
survivor's benefits, involuntary extensions of enlistments, dale of expiration of active obligated 
service, and accrual of annual leave. 

b. Determinations on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or 
among private parties. 

f. Other determinations, as required, in the course of naval administration, 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and 
comractors, with a view to improving the efficiency and safety of the Department of die Navy. 

3. ROUTINE USES ; In addition to being used within the Department of the Navy and 
Defense for the purpose(s) indicated above, records of investigations are routinely furnished, as 
appropriate, to the Department of Veterans Affairs for use in determinations concerning 
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entitlement to veterans' and survivors' benefits; to Servicemen's Group Life Insurance 
administrators for determinations concerning payment of life insurance proceeds; to the U,S, 
General Accounting Office for purposes of determinations concerning reiief of accountable 
personnel from liability for losses of public funds and related fiscal matters; and to the Department 
of Justice for use in litigation involving the Government. Additionally, such investigations are 
sometimes furnished to agencies of the Department of Justice and to State or local law enforcement 
and court authorities for use in connection with civilian criminal and civil court proceedings. The 
records of investigations are provided to agents and authorized representatives of persons involved 
in the incident, for use in legal or administrative matters. The records are provided to contractors 
for use in connection with settlements, adjudication, or defense of claims by or against the 
Government,, and for use in design and evaluation of products, sendees, and systems. The records 
are also furnished to agencies of the Federal, State, or local law enforcement authorities, and 
regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions, 

4. MANDATORY/VOLUNTARY DISCT AS! FRF, CQNSRQ UBNCES OF REEU5IMGJB 
DISCLOSE: 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above: 
Disclosure is voluntary. You are advised thai: you are initially presumed to be entitled to have the 
[personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in your 
favor, but the final determination will be based on all the evidence in the investigative record. If 
you do not provide the requested information, you win be entitled to a favorable determination if 
the record does not contain sufficient evidence to overcome the presumption in your favor. If the 
completed record does contain sufficient evidence to overcome the presumption in your favor, 
however, your election not to provide the requested information possible could prevent the 
investigation from obtaining evidence which may be needed to support a favorable determination. 

b. Where an individual is a subject of an investigation for puipose 2c, above: 
Disclosure is voluntary, and if you do not provide the requested information, any determination as 
to whether you should be heid pecuniarily liable for repayment of the Government's loss would be 
based on die other evidence in the investigative record, which possibly might not support a 
favorable determination, 

c. Where the individual is a claimant nr potential claimant in an investigation for 
purpose 2e, above: Disclosure is voluntary, bur refusal to disclose the requested information could 
prevent the investigation from obtaining sufficient information to substantiate any claim which you 
have made or may make against the Government as a result of die incident under investigation. 



d. Where the individual was treated ai Government expense for injuries caused by 
third parties in connection with a matter being investigated for purpose 2e ? above: Disclosure is 
voluntary, but refusal to disclose the requested information couid result in a requirement for you to 
assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
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(b)(3), (b)(6) 

On 06 April 2011 at approx 0728 (b)(i)i.4a requested to DFL PB Alcatraz. Just before 0800, GySgt 
(b)0), (b)(6) from A Co mentioned on the air net that (b)(i)i.4a hit a low order det !ED, I had the RTO push a 
BFT to them asking about the i ED, At approx 0803 tney responded via BIT that they were sending the 
report. At approx 0815 f received the I ED strike report via BFT from (b)(i)i.4a and followed with 
questions back to them via BFT. Just after that the initial call that (b )(i)i. 4 a was in contact came in over 
the air net from GySgt (b)(3), (bxe)with B Co. B Cc said they would work the reporting with (b)(i)i.4a 
however A Co XO Capt (b)(3), (b)(6) came over air net and said they had comm with (bxi)i.4a and had 
been working with them lately, so they would continue- At approx 0320 we received a SALTA via BFT 
from (b)(i)i.4a saying they were taking fire. They reported friendly forces at (b)(i)i.4a 
that plotted just off RTE 611 near a canal. We pulled the VIC POS reps from BFT & they plotted on RTE 
611 IVQ of dismounts. All known friendly positions were immediately plotted on good earth, They 
reported single SAF followed by medium machine gun fire. At approx 0326 (b)(i)i.4a, armed ISR was 
pushed to A Co for control in support of (b)(i)i.4a * Once radio comm was established between A Co and 

(b)(i)i.4a , A Co provided radio updates over the air net. It was reported that (bxi)i.4a was taking fire 
from the west and they {A Co and (bxi)i.4a were working to further refine enemy targets. I began 
typfng official SALTA MIRC report. Once ISR was overhead, they focused on two individuals in the prone 
oriented east toward RT6 611 approx 188 m from friendly forces. I saw muzzle flashed on ISR and 
pulled a grid for the journal clerk to plot. The grid 1 wrote down on a scratch pad was (bxi)i.4a 
Roughly the same time Capt(b)(3), (b)(6) pulled a grid & the journal clerk plotted the grid. It was approx 
188m west into the green zone from RTE 611 & friendless. At approx 0838 we received an HPW from A 
Co about (b)(i)i.4a , It again said the friendly force position was (b)(i)i.4a , lead VIC (bxi)i.4a 
and trace VIC at (bxi)i.4a tt stated they were In control via radio comms with (bxi)i.4a and refining 
enemy targets. At 0842 I dropped the official SALTA in MIRC for the RCT & continued to observe the ISR 
feed. Over the radio friendly grid was passed again ar (bxi)i.4a & I wrote it down on my 
scratch pad. As we observed ISR everyone in the ROC double checked friendly positions, analyzed that 
we believed to be enemy forces on ISR, the way there were oriented and how it appeared they were 
engaging friendlies. A Co continued to work armed ISR and was not able io hear any radio traffic 
between A Co and (bxi)i.4a . Around 0850 I heard che call over the radio that A Co had approved 1 
Hellfire to be fired at the 2 individuals we had been observing on ISR. At approx 0851 the he! [fire struck 
in between the 2 individuals. We observed no movement from either. A third individual appeared from 
the tree line to check on individuals. Approx 2 mins after strike A Co reported possible blue on blue. 
Several minutes passed with little reporting. At 0921 I dropped a MEOEVAC 9-line in MIRC for 2 urgent 
casualties. Those casualties were transported to A Co position and LZ(bxi)i.4a for picup. Once Mesquite 
arrived at L2(bxi)i.4a we were informed via readio that both were HERD status. 
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Rights Advisement Forms 

ARTICLE 31 RIGHTS 



Name:_ (b)(3Mb)(6) Rank 

Activity: f-ZQtt^^ Unit: , 

Telephone number: r?5? -.ffTHl 

I have been advised that I may be suspected of the ofifensefs) 

of: and that; 



The statement you gave to ____ before is not 

admissible at a court-martial and cannot be used against yon. 
Regardless of the fact that you have talked about this offense before, you still 
have the right to remain silent now. 
I have the light to remain silent. 

Any statement I do make may be used as evidence against me in trial by court 
martial. 

I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses* a 
military lawyer appointed to act as my counsel without cost to me, or both. 
I have the right to have sucL retained civilian lawyer and/or appointed military 
lawyer present during this interview. 
I have the right to terminate this interview at any time, 

(b)(3), (b)(6) 

WAIVER OF SIGHTS 

T further certify and acknowledge thai I have read the above statement of my 

rights and fully understand Ihem, and that: 

I expressly desire to waive my right to remain siient, 

I expressly desire to make a statement 

I expressly do not desire to consul: with cither a civilian lawyer retained by me or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning* 

I expressly do not desire to have such a lawyer present with me during this 
interview. 

This acknowledgment and waiver of rights is made freeiy and voluntarily by me, 
and without any promises or threats having been made to me or pressure or 
tmminn *>f any kind having been used against me. 

(b)(3), (b)(6) . tiJt&fSsEdLL — (b)(3), (b)(6) — 

(MemU. * - date) s signature and date) 



— 
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MEMORANDUM FOR THE RECORD 



Subj: SUMMARY OF INTERVIEW OF LIEUTENANT^), (b)(6) ON APRIL 15, 2011 

1. On April 15, 2011 at Forward Operating Base Sabit Qadam I, Major (b)(3), (b)(6), Major (b)(3), (b)(6) , and 
Csptam(b)(3), (b)(6)interviewed Lieutenant), (bxeto gather additional details on the actions related to the 

(b)(i)i.4a HelJfire strike on April 6, 2011, We were assisted by Lieutenant Colonel (b)(3), (b)(6), the legal 
representative to the investigative team. 

2. Ltb)(3), (bxejndicated that he never received a complete IED report from (b)(i)i.4a (1/23 
element.) He usually gets complete, detailed reports quickly but not so in this case. After the strike he 
received the report of two Urgent friendly casualties; one with fragment wounds and blood loss, the 
other with concussion. This casualty report was not received directfy from (b)(i)i.4a but was relayed to 2 nd 
Recon Bn COC by Co A 2 nd Recon. He submitted the casualty report to higher headquarters with the 
request that the MEDEVAC not be launched yet due to the requirement to ground transport the 
casualties from the point of injury to HLZ (b)(i)i.4a for pick up. For an unknown reason the MEDEVAC 
aircraft was launched anyway, which resulted in Dust-off aircraft loitering overhead until ground 
evacuation to the HLZ was complete. 

3. I certify that this statement is an accurate summary of the interview, 



(b)(3), (b)(6) 



COL USMC 
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PRIVACY ACT STATEMENT 



Name: (b)(3) ' (b)(6) 



Rank/Rate: £mpLT^ (?1 

Unit: Al?tffK 

Telephone number: ujfl 

Today, ffetpft^ t^T . 20 M . I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below, 

1. AUTHORITY : 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b„ 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 31 U.S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C, 3101; 49 
U.S.C. 1901, 

2. PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings.< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary .< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities, 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evide"^* fh * f *he investigation record. 



(b)(3), (b)(6) 

\ and date) 
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SMAm^:. S.iy, .-: r L ~ro .. fE..::A^^ /4&lq&^i2&^. 

Was. Wffllri& i*.^ui ihr ~71H'£, jLZ. Scssd, .&S_4^.&s2r: Wm^.C^firmAJ... 

(bxs), (bxe) gs^u£si£L 4*T. (b)0), (bxe) rf-^-rtf.e taxS2v S£1sM^7it^ 

„^_....JTl:f:£, ;.£^e^ (b)(3) ' (b)<6) 

l& Wt-StM^srri^^y^ (b)(3) , (b)(6) 

(b)(3), (b)(6) n t 
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Rights Advisement Forms 

ARTICLE 31 RIGHTS 

Name: (b)(3) ' (b)(6) Rank: 

Activity: Unit: /?ZP*A ( 

Telephone number:^ (b)(2) 

I have been advised that I may be suspected of the offense(s) 

of: - ■ , - „ jj^u 



The statement you gave to before is not 

admissible at a court-martial and cannot be used against you, 

Regardless of the fact that you have talked about this offense before, you still 

have the right to remain silent now. 

I have the right to remain silent 

Any statement I do make may be used as evidence against me in trial by court 
martial. 

I have the right to consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses, a 
military lawyer appointed to act as my counsel without cost to me, or both. 
I have the right to have such retained civilian lawyer and/or appointed military 
lawyer present during this interview, 
I have the right to terminate this interview at any time. 

(b)(3), (b)(6) 

WAIVER OF RIGHTS 

I further certify and acknowledge that 1 have read the above statement of my 

rights and fully understand them, and that; 

I expressly desire to waive my right to remain silent. 

I expressly desire to make a statement* 

I expressly do not desire to consult with either a civilian lawyer retained by me or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning. 

I expressly do not desire to have such a lawyer present with me during this 
interview. 

This acknowledgment and waiver of rights is made freely and voluntarily by me, 
anH witfimit any promises or threats having been made to me or pressure or 
f any kind having been used against me. 

/ goijojfrz ^ (b)(3), (bKe) fmL±J£&7 

(b)(3), (b)(6) 

iate) (Witness's signature and date) 
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(b)(3), (b)(6) 

20110407 

Alpha Company, 2 nd PLT departed friendly tines at 0720 from PB Alcatraz witfexi) 1 Marinas^) idogW) 1.4a 
Terp. There were 2 section, a dismounted section and a mounted section. The patrol also consisted <rf)(i)i-4a 
vehicles (bxi) i.4a Prior to the patrol leaving, (b)(3), ^checked in with Alpha Company, 2 nd 

Recon's COC and submitted a mission card. During that time (b)(3), (bxewas informed that an IED or 
possibly multiple lEDs had been placed in the(bxi) ^sector along the 611. Following that wo), (b)(6)briefed 
the section leaders, vehicle commanders, and the platoon sergeant on the new intel The patrol left 
around 0720 as the patrol pushed north along the 611, there was a small IED that impacted undergo) 1.4a 
It did not cause any damage to the vehicle or the Marines inside. The IED strike was near our dismount 
point so we bypassed in order to reach our dismount point. We then turned the vehicles around and set 
them into their support by fire positions. Once the support by fire positions were in place, we checked 
our surroundings for possible spotters and dismounted. They then pushed out into the green zone to 
BfcbjrJ jtgfeiflg sweeping the west side of the road to the south. As the dismounted element pushed out they 
(b)(3), (b)(6) began taking fire from an unknown position. It was believed to be coming from the northwest, (bxi) 1.4a 

was informed of the fires. VkQo) jotted a mortar firing position on the east side and reported seeing 
them. VkQ(i)fa@gan engaging the motor firing position. The dismounted element began moving south 
and reported the fire could be coming from compound 58 but was unsure. This was passed tcx^Be" (b)(3), (b)(6) 
(bxi) i.4a along with their POSREP. w) 1.4a informed (b)(3), (bxe)they were working up a nine line for a 
helifire. They told us to get our Marines behind cover or in the VICS, I informed Sgt (b)(3), (b)(6)to get 
everyone in cover about 1 minute later Sgt (b)(3), (b)(6), Sgt (b)(3), (b)(6) radio operator came back and said all 
dismounts were behind cover this was passed to (bxi) i.4a and they came back with 17 seconds to impact 
At which time the missile almost immediately went off. Sergeant (bxsubxe) came over the radio and said 
SSgt Smith and Doc Rast had been hit by the blast and they were being treated by Doc (b)(3), (b)(6) _ . The 
vehicle element spotted more movement on the east side and took small arms fire from the north. 
ICOMM passed that the insurgents were trying to hit a vehicle, likely VkBo) 1 because as it moved to cover 
they came back on the road with not being able to see our vehicle, (b)(3), (b)(6) coordinated the MEDEVAC 9- 
lineand MIST REPORT to (bxi) i.4a and requested QRF support. It was confirmed that both causalities 
were KIA. They were bagged and brought back to PB Alcatraz. All dismounts loaded back up and began 
heading south to PB Alcatraz. Upon arrival at PB Alcatraz Sgt (b)(3), (b)(6) informed (b)(3), (bxe)that SSgt 
Smith and DOC Rast had not made it to cover even thought had been reported. The MEDEVAC bird 
was waiting at PB Alcatraz to MEDEVAC the remains. {bm {bm 

(bxi) 1 Marines araetojOog were mounted 

(b)(D i.Marinwi) iBtog andm iT4RP were dismounted. 
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JktHft Conner r t 2*fc Rcr \)tfififrZb {frtfiOlY UtftS Per &12D few P6 tftC#r&rZ- ijH 

i wv). ?^/ero -77/^ ^eoL Uwrf, i r (b)( 3,, (b)(6) #/«&aa> vJrr* &f## 

Cct*Pfa<S, 2tJb ^ C A;o ^^^0/7 MiJSsort Cfi£b>. Dti&rf& ~THfrr 

f-foto 6^ ptoc£6 w (bXD i.4a yg^e fiiodGTrttr foccooJ<rf(5 n*&r 
IX ^3), (bxe, ^£f^6 7^ Sf^TOoi Lte&zes, tetHcct /9*»Q 

ICS TtMr' irv\p&>rZ£>L/H£>e£. \f f cmw rf~ D'b #v*r CWust^fbH Dfr»*& £ T° T?<t 

OUT Bt&f^-TK&rtG flnU^Cui^ faitlorf- IT *,»s S*LiUJ<zk 

-£ Be C^w«5 t** lOo^LOgfirr. (b)(1)1 , a W^/^^ o F7 ^ ^£ S . 

v/,o(W)i^rr^> A m^-t^ f^/rvow on -TWfc grtffr 5;b6 AfO& J^Fb^reb, 

(b)(1) 1.4a Tlfatit fa? @-£p. (b)(D 1.4a . /A/f&^?£^ (b)(3), (b)(6) ~ftt&-<> \M Cft^L 

(b)(3), (b)(6) "T?? 6£T" 

£^£^6^^ f*J fitter i rvurju-re LprrEZ. S&r (mime) , Z-Gzt- ww-ww 

-fjf7i> fA^SfD (b)(1)1 .4a /?tvSD ^T^rvifc- (^ lT H 11 SCcorf&S -fe> 

iW&wr wo) (bxe* ^"t ©ote,-^ too /wb ^vttb Srvi >rti 
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$Zi^ P&it Set, o<->£- ueH-toot. .. /.r < b >< 3 >.< b >< 6 > £>»£JW#r££> -p-tt. M£-keo rtrc, 

Caxri^^-T 7 *^ 1 " ScrrN Dfei^-cr?^ uye^£, totLfct ©rf^'ck 

S^tT" (bX3), (bxe) {htftw\*& IT wo), (bxe) 77M7- 5"^-£ /TJ*/ ^0 bac/^s-T- 



(b)(3), (b)(6) 
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SECRET // RCL TO USA, I SAf, NATO 



MEMORANDUM FOR THE R6CORD 

Subj: SUMMARY OF INTERVIEW OF LIEUTENANT^), (b )(dpN APRIL 15, 2011 

1. On April 15, 2011 at Patrol Base Alcatraz I, Majors, (bx^ Major (b)(3), ( b )(6) , and Captain (b)(3), ( b )(6) 
interviewed Lieutenant, (bxijo gather additional details on the actions related to the (bxi) i.4a Hellfire 
strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6) , the legal representative to the 
investigative team. 

2. Lieutenants), ^emission was to clear Kfrxi) i.4^nd the immediate flanks of lEDs and enemy 
fighters. He planned to move to the objective area, dismount vehicles, and then clear from North to 
South along Rt 611. He felt like his forces would be deployed in the compounds immediately adjacent to 
RT 611 and well South of Building 58. He never had any idea that his unit would be near building 58. The 
first time that he realized he had forces North of the Cemetery ( (b>(i> i.4a I or near Building 58 was 
when the strike occurred. He did not request fires and never saw the nine line that was submitted. He 
had reported his friendly positions (vehicles on RT 611 with dismounts adjacent approximately 50 
meters to the West of the vehicles) and indicated that he was had enemy contact to the West. He felt 
his forces had the situation under control and was not in contact with the enemy when the Hellfire 
strike occurred. He was uncertain how far away building 58 was. The only friendly position reports he 
received were from Sgt (b)(3), (bxejand were (bxi) i.4a and (bxi) i.4a 

(bxi) i.4a Ltb)(3), (bxe)id not have direct communication with Sgt (b)(3), (b)(6) element that was positioned 
near Building 58 but relied on relayed communications through Sgt (b)(3), (b)(6) He was aware of the ISR 
report of muzzle flashes in the vicinity of Building 58 but was not provided with any orientation of those 
fires, initial casualty reports were 1 Urgent and 1 Routine leading him to assume both were ative. He was 
in contact with the enemy when he requested to evacuate the casualties from an HLZ near their current 
position along Rt 611 but was denied by A Co Recon commander due to enemy contact in the area. He 
was directed to evacuate casualties by vehicle to HLZ (bxi)i.4a, He requested deployment of the QRF to 
assist with mpvement of all his personnel and the casualties. He did not realize that the Routine casualty 
was KIA until both casualties were moved back to the vehicles and by that time HN Rast was DOW. He 
estimated that he reported 2 KIA to higher headquarters at approximately 1038L. Throughout this event 
he remained in or near his vehicle (vehicfeo) i.aJong Rt 611 due to the necessity for reliable 
communication. 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 



Rank/Rate: S 6 T 

Unit; \M A ^PL~> 

Telephone number: _ 

Today, isflj&nj 20 u „ i acknowledge that ! have received the following advisement 

under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

In AUTHORITY : 5 US.C. 301; 10 U,SC 972, 1201-1221, 2733, 2734-2734b,, 2737, 5013, 5031 - 
5036, 5131-5150, 5947, 614S ff 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 31 U.S.C, 240-243. 3521- 
3531, 3701-3702, 3717-371 S; 37 US.C- 802; 38 U S.C. 105; 42 LLS-C. 2651- 2653; 44 ILS.C. 3101; 49 
U.S.C. 1901, 

2. PRINCIPAL PURPOSES . The information whicii will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay. Increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints, 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of Investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitiement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or focal law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings.< The records 
of investigations are provided to agents and authorized representatives of persons invoived in the 
incident j for use in legal or administrative matters,< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civrlian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4- MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES QF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is votuntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2 7 above, resolved in 
your favor, but the final determination will be based on ail the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c. above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination, 

c. Where an individual is a claimant or potential claimant In an investigation for purpose 2e, 
ahpve:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties m connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 



(Signature and date) 
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(b)(3), (b)(6) 
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Sgt (b)(3), (b)(6)(Meoquk QRF) 

1 Sgt (b)(3), (b)(6) IstSQD LDR making this statement on 20110406. We I leave friendly lines at around 0715 
heading N on 611. 1 SQD got trap altbxwa. 3 team head 5 on the road. 1 TM Cp! o>x3). me) shipers TM 3, 

2 TM LCpi (b)(3), (b)(6) MO TM Sgt (b )(3), (b)(6) head west into the green zone with Sniper TM 1. The push 
about 150 m from the road they were going to move aiong with the East. TM y s on the road. 1 was 
located wrth the East TM on the road, The SQD push abour 25 to 30 m when the west TM took contact. 
At that point we gave our grid's to IT, the E and wesi TM. Lt got call over the radio that we had birds 
and that the birds can see the EMY were they were fire In from BCD 58. The birds did not hit the target 
it. It hit 2 of your Marines they were off about 300m. The East TM move into the POS were the west TM 
was at to help out with the casualty. The SQD RTB back to the VIC with the casualty. During the phase 
of getting the casualty the VIC were getting contact from ihe East. Also we had spotters watching us 
when we RTB back. Took a couple shots at us. 1 st SQD got to the VIC and loaded up we RTB hack. 
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Page 1 of 1 1-009 BOB and Death of Rast - Smith - part 7 is redacted under FOIA exemptions (b)(1) 1.4a, (b)(3), (b)(6) 



Rights Advisement Fomis 



ARTICLE 31 SIGHTS 
Name; (b)(3), (b)(6) Rank: 



Activity: Unit: iM» ^tUT 

Telephone number (b)(2) , (b )(6) 

J have been advised that J may be suspected of the offensefs) 

of: ~ — ■ ' a nd that: 



I The statement you gave to b efore is not 

admissible at a court-martial and cannot be used against you. 

I Regardless of the fact that you have talked about this offense before, you still 
have the right to remain silent now. 
I have the right to remain silent. 

Any statement I do make may be used as evidence against me in trial by court 
martial. 

I have the right £o consult with a lawyer counsel prior to any questioning. This 
lawyer counsel may be a civilian lawyer retained by me at my own expenses, a 
military lawyer appointed to act as my counsel without cost to me, or both, 
I have the right to have such retained civilian lawyer and/or appointed military 
lawyer present during this interview. 
I have the right to terminate flris interview at any time. 

(b)(1)1.4a 



WAIVER OF RIGHTS 

I further certify and acknowledge that I have read the above statement of ray 

rights and fully understand them, and that: 

I expressly desire to waive my right to rercaia silent 

I expiessly desire to make a statement. 

I expressly do not desire to consult with either a civilian lawyer retained by me or 
a military lawyer appointed as my counsel without cost to me prior to 
questioning. 

] I expressly do not desire to have such a lawyer present with me during this 
interview. 

I This ackno wledgment and waiver of rights is made freelv and voluntarily by me, 
and without any promises or thia tie or pressure or 

coercion of any kind having been 

— (b)(3), (b)(6) / %Qjf&4&? / *£otiv*jcn 

(b)(3), (b)(6) — * 

(Member's signature and date) ature ^ dale) 



~ „ tc u 







MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF SERGEANTS (b)(3), (b)(6) AND (b)(3), (b )( 6) ON APRIL 15, 2011 

1- On April 15, 2011 at Patrol Base Alcatraz i, Majors, (b)(6) Major (b)(3), (b)(6) , and Captains, (b)(6) 
interviewed Sergeants^), (bxe)and wo), (b)(6) to gather additional details on the actions related to the 
(b)(i)i.4a Hellftre strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6), the legal 
representative to the investigative team. 

2. Sergeant (b)(3), (b)(6) (Section Leader) and Sfgt (b)(3), (b)(6) (Radio operator) worked as a team during this 
patrol. Sergeants, (b)(6) knew that Sgt (b)(3), (b)(6) r s team was to his West near a building but did not 
know exactly where building 58 was. He felt like the announcement that air was on station to the 
indication that there was "17 seconds until impact" was too short to allow for assessment and actions. 
Prior to the Hellfire strike, Sergeant (b)(3), (b)(6) relayed to [jtooubxthat all personnel with Sgfebjp), mefc 
section were in cover. Sgt(b)(3), ^assessed the injured and submitted the initial casualty report as 1 
Urgent (HiM Rest) and 1 Routine (SSgt Smith.) He had assessed SSgt Smith to be KfA but did not want to 
say this ojer the radio and felt like the designation of Routine would be self explanatory 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 



: : 
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PRIVACY ACT STATEMENT 



Na«r. S :_ (b)(3Ub)<6) 
Rank/Rate:JO^± 



Telephone number: ^ (b)(2) — 

Today fi r ,:i . 20 jl_ f I acknowledge that I have received the flowing advisement 

under the guidelines of the Privacy Act. 

requested below. 

8% SSS8 SSSwftSS U ■* 44 « «« « 

U.S.C. 1901. 

2 ppimpipal PURPOSES . The information^ will be solicited is intended principal* and 
may be used for the following purposes: 

a Determinationsonthestatusofpe^ 

disability benefits, severance ^ f ^^^^^^X^ 
benefits, involuntary extensions of enlistments, dates ot expimuui 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration, 
g Public information releases. 

to the Department of Veterans Affairs for use in dew m n o administrators for 

veterans' and survivors" benefits; to Servicemen * G™«P^ ^JJ^f Gene ral Accounting 
determinations concerning payment of life insurance proceeds, to the u.i». t>ene 

— 

1 OFT 



: 



Officer purposes *«•«*•»« 

Government, and for use in authorities, 
administrative, and regulatory proceedings and actions, 

4 MAMnATORY/VOLU NT^v m«a OSURE CONSEQUEN CES OF RFFHfilNG TO DISCLOSE : 
your favor, however, your election not to PJ.™^ 

prevent the investigation from obtaining ev.dence which may oe neeaea ro siw 



determination. 



the other evidence in the investigative record, which possib.y might not support 



determination. 



Where an individua! is a claimant or potentiai claimant in an J^g^J^^JSt 

SBsSSSgS-SSSSSte'- 

d. Where the individual was treated at Government fonn^ cau^ ^ 

parties in connection with a matter being investigated ^^S^^^^Si you 
voluntary, but refusal to disclose the requested ^^^^^^V^SSSi with the 

on the bases of the evidence that is contained In the invesbgabon record. 



(b)(3), (b)(6) 

{Signature and date) 



■ • i 

20F7 







I 



^ _L (b)(3), (b)(6) 



(b)(3), (b)(6) 



" ™ , 5f4- ,b " >MS " 6 ' / 'W 4 
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a ^ o±r, . ,> " ,,, - 4 * -^srj**! ' 

,b " ,m,w <W hoi - ■' ■ , d0r ^ 



(b)(1)1.4a 







Lop ( 



J mtf&M- (Dfou^-eJ /^/ r/ 



(b)(3), (b)(6) 



6 m^mM: jmMmS 



4. 
T<=-\ 



■look- .C<o^^c.-i jZ 

.4 'Srrvj 



/A6 pA^H" . ^6 



"D <b)(3) ' <b)(6> 



i i 



f]W <b)(3Ub)<6) .£j£Ml 



(b)(3), (b)(6) 



a_ i^^^r. or, v.. -■' smbsk — -r-w I A 

Sjfi JoM Jmmt jebj&r- ^auM^^Jmm •» ' 



(b)(3), (b)(6) 



' <C bfj/ o^i—.^l (bX3MbX6) - ^>^, ia^h^ -o^ 



(b)(3), (b)(6) 



j^^jiae^ — — 
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MEMORANDUM FOR THE RECORD 

5ubj: SUMMARY OF INTERVIEW OF SGT (b)(3), (b)(6) ON APRIL 15, 2011 

1. On April 15, 2011 at Patrol Base Afcatrsz f, Majors), (b)(6), Major (b)(3), (b)(6) f and Captain^), (b)(6) 
interviewed Sergeant (b)(3), (b)(6) to gather additional details on the actions related to the (b)(i)i.4a 
Heilfire strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6), the legal representative 
to the investigative team. 

2. Sgt (b)(3), (b)(6) was tasked with deploying to the West of Sgt(b)(3), (bxeis section to provide flank 
security for them. Sgt (b)(3), (b)(6) stated that they were conducting a form of "satellite patrol" off of Sgt 
(b)(3), (bxeis section, Sgt (b)(3), (b)(6) J s section dismounted their vehicle on Rt 611 at approximately the(b)(i)i.4a 

(b)(i)i.4a . He was in radio contact with Sgt(b)(3), (bxe)through Sgt(b)(3), (bxeys radio operator, Sgt (b)(3), (b)(6) He 
was reporting his position to Sgt(b)(3), (bxejand assumed it was being relayed to Lct>)(3), (bxeHe did not know 
where Building 58 was but asked Cpl (b)(3), (b)(6) to locate it once the intent to strike it was communicated 
over the radio, Immediately prior to the Heilfire impact Cpl g>)(3), o>)(6) attempted to report that Building 58 
was just adjacent to their current position and was the "wrong" building for the origin of enemy fire. The 
Heilfire strike in the vicinity of Building 58 was already in progress so Lfc>)(3),(bx©ame on the radio and said 
to take cover, 17 seconds to impact, Sgt (b)(3), (b)(6) passed this verbally to those around him but the 
Heilfire struck almost instantly not allowing enough time for SSgt Smith and HN Rast, who were prone in 
the field to the West of Building 58, to change position. After the Heilfire strike Sgt (b)(3), (b)(6) 
immediately moved to check on SSgt Smith and HN Rast. He immediately recognized SSgt Smith's 
wounds to be mortal, searched briefly for sensitive gear, equipment and personal effects and then 
continued to HN Rast- He found HN Rast on his stomach with his feet oriented to the West, He 
submitted his initial casualty report to Ub)(3), (bxwthin 5 minutes indicating 1 Routine (SSgt Smith KIA) and 
1 Urgent (HN Rast) whose wounds were assessed to be mortal but wanted to try and evacuate him to 
higher care. He then passed his radio to Sgto, (bxejto allow Sgt (b)(3), (b)(6) to focus exclusively on 
treatment and evacuation of the casualties. The initial enemy contact prior to the Heilfire strike had 
lasted approximately 10 minutes and had consisted of small arms fire and medium machinegun fire 
originating from the South -Southwest. Enemy contact had just started to die down when the Heilfire 
strike occurred. 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 







ENCLOSURE 22 
7 OF 7 



PRIVACY ACT STATEMENT 



M (b)(3), (b)(6) 

Name: 



Unit: 

(b)(2) 



Telephone number: 

Today, \ S" All ■ 1 . 20 I 1 . 1 acknowledge that 1 have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-679) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221, 2733 27S4-2734b 2737 5 013 503 1 - 
5036,5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C. 1346 2671-2680; 2^?£,??f?i nf 49 
mi ', 3701-3702, 3717-3718: 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C. 3101, 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES . The information which wil! be solicited is intended principally and 
may be used for the following purposes: 

a Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor s 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3 ROUTI NE USES : In addition to being used within the Department of the Navy and Defense for 
the puroose(s} indicated above, records of investigations sr& routinely furnished as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 



scene 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and io the Department of Justice for use m 
ii+igation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to Slate or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedmgs.< The records 
of investigations are provided to agents and authorized representatives of persons involved m the 
incident, for use in legal or administrative matters.*; The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.* The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORYWOLUNTARY DISCLOSURE. CONSEQUENCES OF RE FUSING TO DISCLOSE: 

a Where an individual is a subject of an investigation for purpose 2a or 2b, above:* 
Disclosure is voluntary.* You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.* If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption m 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:* Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above* Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 



(Signature and date) 
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MEMORANDUM FOR THE RECORD 

Sub]: SUMMARY OF INTERVIEW OF SERGE ANT(b )( 3), (b )(6jON APRIL 15, 2011 

t On April 15, 2011 at Patrol Base Alcatraz 1, Majors, (b)(6), Major (b)(3), (b)(6) and Captain^), (b)(6) 
interviewed Sergeants, (bxeto gather additional details on the actions related to the (b)(i)i.4a Hellfire 
strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6), the legal representative to the 
investigative team. 

2. Sergeantb)(3), (bxehad a personal Garmin GPS that he used throughout the patrol to identify their 
position. He was in vehicle number ^taring movement and identified the dismount point as (b)(i)i.4a 
(b)(i)i.4a. First contact was from the South-Southwest toward their position ( (b)(i)i.4a ). His 
team returned fire to the West but never directed any fire towards the East. His unit continued to move 
along the treeline / canal to the South-Southwest eventually assuming positions near Building 58, He 
relayed Sgt (b)(3), (b)(6) 's request for Cpl (b)(3), (b)(6) to plot Building 58, He indicated that Cpl (b)(3), (b)(6) 
commented that the building was wrong and the word was passed "17 seconds to impact" immediately 
after. After the Hellfire strike he returned fire on enemy to West -Southwest, He indicated the enemy 
contact after the Hellfire strike was significant enough that he would not have attempted a heliborne 
MEDEVAC from the point of injury. He assisted in the movement of the casualties from point of injury to 
the vehicles on Rt 611- He estimated that it took approximately 40 minutes to conduct that movement. 
He reported that they reloaded the vehicles at (b)(i)i.4a . HN Rast was loaded in vehicteo)i£a 6X6 
MRAP} and SSgt Smith was loaded in vehtql*i)i jMATV,) 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL U5MC 
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PRIVACY ACT STATEMENT 



Name:_ WO), (b)(6) 

Telephone number: (b)(2) — 

Today, /W>i 1S~ , 20 H , I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1 974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1 AUTHORITY: 5 U.S.C. 301 i 10 U.S.C. 972, 1201 -1221 , 2733, 2734-2734b., 2737, 5013, ,5031 1 - 
ob3 6 513?-5150 , 5947, 6148, 7205, 7622-7623; 28 WfgWjtfg* ?U?&J^o" £ 
3531 ! 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C. 3101, 49 

U.S.C. 1901. 

2 . principal PURPOSES. The information which will be solicited is intended principally and 
may be used for the following purposes: 

a Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, su ™° r * 
benefits involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the .Navy and ' D ^sefor 
the purposes) indicated above, records of investigations are routinely furnished as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans* and survivors' benefits; to Servicemen's Group Life Insure ince ^mmistratore for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved m the 
incident, for use in legal or administrative matters,< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENC ES OF REFUSING TO DISCLOSE: 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary.< You are advised that you are initially presumed to be entitled to have 
the fpersonnel determination] {disciplinary determinations! in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you wili be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above;< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 
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Pages 224 through 232 redacted for the following reasons: 

Pages 13 through 21 of 1 1-009 BOB and Death of Rast - Smith - part 8 are redacted under FOIA exemptions (b)(l)1.4a, (b)(l)1.4g, (b)(3), (b)(6) 



5LCRLT//RCL U5A, NATO 



1. Provide some background information on yourself (AFSC, DGS experience, etc) 

2. How many combat missions have you sat ftn the seat for? 

3. Approximately how many hours? 

4. What do you consider to be your sources, reference documents or SOP's for mission execution 
of predator operations? Kill chain operations? Assessments of PID? 

5. Provide a brief synopsis of the events during the (b)(i)i.4a mission as you remember them 
(from time sensor moved to FF convoy to time when poss frat realized). 

6. What time did your shift start on the 6 th of April? 

7. How long had you been in the seat before (b)(i)i.4a directed sensor to move to friendly 
convoy? 

8. Please explain the initial confusion in chat regarding 3 friendfies in FOV? 

a. [04:10:46] <DGS~IIM_TC_BE> 3 friendfies in FOV 

b. [04:11:23] <D6S-II\MT_BE> pers are shooting W 

c. [04:11:31] <DGS-IN_TC_BE> disregard 

d. [04:1136] <DG$-1N_TC_BE> not friendlies 

e. [04:11:46] <DG5-tN_TC_BE> unable to discern who pers are 

9. What lead to the callout stating that ihe pers were shooting west? 

10. The MIC posted in chat at 0412Z that he saw possible muzzle flashes and DGS IN came back with 
cords (b)d)i.4a . Was DGS IN assessment still that pers were shooting 
towards the west away from the convoy? 

11. Was the feed ever reviewed to verify the direction of fire assessment? 

12. At 0413Zthe MIC posted (b)(i)i.4a in chat What is your understanding of the DGS role sfter 

(b)(i)i.4a has been posted in chat? 

13. At 0415Z DGS-IN_TC_BE brought up the MIC in wspr: 

a. [04:15:24] <DGS-IN_TC_BE> a fourth per showed up and layed down with pers 

b. [04:15:48] < (b)(i)i.4a ^JVllOc 

c. [04:15:52] <DGS-!N_TC_BE> pers are shooting W and the convoy is to the E 

d. [04:17:54] < (b)(i)i.4a __M I C> doutble check cords 

e. [04:18:17] <DGS-IN_TC_BE> c 

f. [04:19:18] < DGS-I N_TC_BE> the coords we put in main chat are the coords for the guys were 
loo kin at 

g. [04:19:26] <DGS-IN_TC_BE> (b)(i)i.4a 
b, [04:20:28] < (b)(i)i.4a _MIO distance is off 

14. It appears that the DGS IN assessment at this point was that the direction of fire was still 
towards the west and away from the convoy, it appears that there was concern enough over 
this assessment that a wspr to the MIC was warranted. Was there ever any consideration given 
that the pers in FOV may have been friendly forces? 

15. Was there ever a time when you felt like the strike should have been aborted in order to verify 
friendly position? 

16. Did you feel that the MIC adequately addressed your concerns over the direction of fire? 

sccnny/ncL usa, iSAr, nato 
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accncT/zncL usa, isaf, nato 



17. Did you ever consider calling the MIC directly (phone?) to discuss the direction of fire 
assessment? 

IS. Would you expect the MICto pass on your cailout/assessment concerning the direction of fire to 
the pilot, SOJTAC, GFC? 

19. Do you think if you would have had DMCC interphone capability, you would have had more 
situational awareness of the battle space? 

20. Did your crew conducts debrief after the event and/cr end of shift? 

21. Were any lessons learned discussed? 



SCCRLT//RCL USA, I SAf, NATO 
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PRIVACY ACT STATEMENT 



Name;. < b >^ < b >< 6 > . 

Rank/Rate: LT CC'L 

Unit: 1 3^^ 

Telephone number; ( b )( 2 ) 

Today. 1 8 Affxi 20 | j , I acknowledge that f nave receiv&d the following advisement 

under the guidelines of Lhe Privacy Act 

This statement is provided In compliance with ttie provisions of the Privacy Act of 1974 (Public 
Law 93-579} which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves a? to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221, 2733 , 2734-2734b., 2737, 5013, 6031* 
5036, 51 31 -51 50, 5947, 6148. 7205. 7622-7 623 ; 2& U.S.C. 1343. 2671-2680; 31 U.S.C, 240-243, 3521- 
3531,3701-3702, 3717^3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651- 2653: 44 U.5.C. 3101; 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES . The information which will be solicilec is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay : increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annua! leave. 

b* Determination on disciplinary or punitive actiori. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit or defense of claims for or agains* the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public Information releases. 

h- Evaluation of procedures, operations, material and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used wiihm the Department of She Navy and Defense for 
the purpose(s) indicated above, records of investigations a^e routinely furnished, as appropriate, 
to the Department ov Veterans Affairs for use in determinations concerning entitlement to 
veterans* and survivors' benefits; to Servicemen's Group L'f z Insurance administrators for 
determinations concerning payment of life Insurance prcceeds; to the U.S. General Accounting 
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Office For purposes of deiermi nations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Addition ally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or iccal law enforcement and court 
authorities for use in connection with civilian crMna* and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.< The records are checked fay or against the 
Government, and for use in design and evaluation of produces , services, and systems^ The 
records are also furnished to agencies of the Federal, State, or tocat taw enforcement authorities, 
and regulatory authorities, for use rn connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. M ANDATQRYfVQLUHTARY DISCLOSURE, CONSEQUENCES QF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary,* You are advised that you are Initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] In paragraph 2, above, resolved in 
your favor, but the Final determination will be based on all the evidence *n the investigation 
records.* if you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c T above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possioly might not support a favorable 
determi nation. 

c. Where an Individual is a claimant or potential claimant m an investigation for purpose 2e, 
above;< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information tu substantiate any claim which you have 
make or may make against the Government as a result of trie incident under investigation. 

d. '.A/here the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contain sd in *he investigation record. 



(b)(3), (b)(6) /ff Afirt 

(Signature ana riste \ 
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| WITNESS STATEMENT 


(b)(3), (b)(6) 


, ; 

LrCZl- fO-S (b)(3), (b)(6) 


Name 


HankrE;!^ 1 Soejat Sccuniv Number 




( Jibuti t/iilmn 


(b)(3), (b)(6) 




Address J Home or < Mice) 




(b)(2) 


(b)(2) 


C ttttet; Hinine 




L ITCoL (b)(3), (b)(6) 


t hereby make the following statement for 


the COMMAND INVESTIGATION 
OCCURRED ON 6 APRIL 2011 


INTO THE FRIENDLY FIRE INCIDI:N ! THAT 
IN REGIONAL COMMAND-SOUTHWEST (RC- 



S W }(A FGHA N J STAN ) . 



SEE ATTACHED STATEMEN T 



i swear (or altirm) that the information in ihe statement above and on the attaehed page(s) is 
true to the best of my knowledge or belief. 

(b)(3), (b)(6) /g &PH 2a|f £755 



(Witne b - ftwt# limL- 

Sworn to before me this date. 

(b)(3), (b)(6) 

fiiJgRfltere pj (Jiiitrr Auinonwa to Aammisier uhuk P^r Art. 136, 1 iiJMJ} <DiitL-> Tjthl- 
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£-T<£ (b)(3), (b)(6) 

^i-cn:T//Norop.rj ^ 



LU-* £~*Jr?^J/' . _ . 

. — 

<Pu*5 ; Ace . 

2^ (b)(1)1.4a (b)(1)1.4a "5 ■ £„ M \ ~ /" ;7f - ■ ' U, 

$Ac^jjZi.jfJ ( b )( 1 ) 1 - 4a U>f\± lite-T Lo^ Afi-E- i>,MTCr*,^^ TT^ >~££rM£ff I 

^ fUL*W uJ& THE* OftM^ M'tSJ."- , ^ WO), (b)(6) 

.(^rK (b)(1)1.4a -r£M~T IP ^ 

(b)(l)l.4a j " Pg$> '- -jpb Qg> &^£5 X A5^£L U>H*T^ 

(of& t. S-*J A-i*V> u3A6> ^bt£> T7MT" /^g^ UJAHLK^g^ ^ P£ 

- - V- ; . ' - .;nm 55^r wo). (b xe) 

-- y T>^e^ ' I &F 

U>£k^ 0A r ■ T-\ . ' ' " 

■ • (b)(3), (b)(6) 

' - k^hL THE-' LATEST" Cl^rT TW^" U <Cu.S5F^ P^(bU^ 
^ :ibg, . . 



(b)(3), (b)(6) 



sccnnv/NororiN 
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U\t* (b)(3), (b)(6) 



. . 

f &. , 



Y/OlA . 



(b)(1)1.4a . :- ,^5Utl^ DF" 

Ac | -rfW^GEX * . — 

\k Al TH^ - // g- , X h'b 7 MiC HA ^> 



I*! . '^0. A" T btfc jO^ •■ /r>-W fSlrJLg. ■! 







X*3oi*ifc> H-AM^ R^tlgt '^r?HiS ;*> fttcT '^S T7f^ 

- 

— ■ - " :_ • .-, - • (b)(1)1-4a ^ ^ TlVE^C I % 

f lM :PaS( o/J Put ' flfinfrT" T'ff: M &.+J CW ^ i?-r^M 

s:c i iCT//Noro?^M (_2- ' 

(b)(3), (b)(6) 
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5ccn:r//f!0"onN 



LXCdL (b)(3), (b)(6) 



, j ; TttF. ^LLr^tMtf- ALL h&S ' aJ£ 

; >:r AAA lAXL . - ftuT ^<$tf^ 

. ■ - - ,- • - .' ' c figgt^ " Put /3 ^-n^ E 

____ . ■ . '"- 

j ^ jrie u>&. /vag. r - . 

[Z\ U&t- (b)(3), (b)(6) [& /W- Zatf /P-'p EST 







X 



— 



<S> 



\ 
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13 April 2 011 



MEMORANDUM c'OR THE RECORD 

Subj : SWORN STATEMENT ICO LIEUTENANT COLONEL (b)(3), (b)(6) , OSAF, 

REGARDING THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT THAT OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- 
SOUTHWEST (RC-SW) 

1. On i9 April 2011 at 1220Z I 5wor& Lieutenant Colonel (b)(3), (b)(6) 

(b)(3), (b)(6) , USAF, via telephone, to his 18 April 2011 statement, which 
consisted of a two page questicnn? ire and his three page handwritten 
response/statement and was submitted via SIPR e-mail to Colonel 

(b)(3), (b)(6) USMC, investigating officer for the above subject 

investigation. 

2. At the time of the swearing, I was located a" Camp Leatherneck, 
Afghanistan, and Lieutenant Colonel (b)(3), (b)(6) was located at Terre Haute, 
Indiana . 

(b)(3), (b)(6) 

Ccimand Investigation Legal Advisor 
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5rcRn7/RrL us a, i sa i ", nato 



% Provide some background information on yourself (AFSC, DGS experience, etc.) 
2. How many combat missions have you sat in the seat for? 
B. Approximately how many hours? 

4. What do you consider to be your sources, reference documents or SOP's for mission execution 
of predator operations? Kill chain operations? Assessments of PID? 

5. Provide a brief synopsis of the events during the (b)(i)i.4a mission as you remember them 
(from time sensor moved to FF convoy to time when poss frat realized). 

6. What time did your shift start on the 6 th of April? 

7 + How long had you been in the seat before (b)(i)i.4a directed sensor to move to friendly 
convoy? 

8. Please explain the initial confusion in chat regarding 3 friendlies in FOV? 

a. [04:10:46] <DGS-IN_TC_BE> 3 friendlies in FOV 

b. [04:11:23] <DG5-1N_TC_BE> pers are shooting W 

c. [04:11:31] <DGS-IN_TC_BE> disregard 

d. [04:11:36] <DGS-INJT_BE> not friendlies 

e. [04:11:46] <DGS-INJ*C_BE> unable to discern who pers are 

9. What lead to the callout stating that the pers were shooting west? 

10. The MIC posted in chat at 04 12Z that he saw possible muzzle flashes and DGSINcame back with 
cords IVO IVO (b)(i)i.4a . Was DG5 IN assessment still that pers were shooting 
towards the west away from the convoy? 

11. Was the feed ever reviewed to verify the direction of fire assessment? 

12. At0413Zthe MIC posted (b)(i)i.4a in chat What is your understanding of the DG5 role after 

(b)(i)i.4a has been posted in chat? 

13. At 0415Z DGS-IN_TC_BE brought up the MIC in wspr: 

a. [04:15:24] <DGS-!N_TC_BE> a fourth per showed an and laved down with pers 

b. [04:15:48] < (b)(i)i.4a _MIC>c 

c. [04:15:52] <OGS-lN__TC_BE> pers are shooting W and the convoy is to the E 
d + [04:17:54] < (b)(i)i.4a _MIC> doulble check cords 

e. [04:18:17] <DGS-!N_TC__BE> c 

f. [04:19:18] <DGS-iN_TC_BE> the coords we put in main chat are the coords for the guys were 
lookin at 

g. [04:19:26] <DGS-IN_TC_BE> IVO (b)(i)i.4a 

h. [04:20:28] < (b)(i)i.4a _M I C> distance is off 

14. It appears that the DGS IN assessment at this point was that the direction of fire was still 
towards the west and away from the convoy. It appears that there was concern enough over 
this assessment that a wspr to the MIC was warranted. Was there ever any consideration given 
that the pers in FOV may have been friendly forces? 

15. Was there ever a time when you felt like the strike should have been aborted in order to verify 
friendly position? 

16. Did you feel that the MIC adequately addressed your concerns over the direction of fire? 



5CCRn7/RLl USA, 15 A J~, NATO 



ion 



3CCRLT//PXL USA, iSAI", NATO 



17. Did you ever consider calling the MIC directly (phone?) to discuss the direction of fire 
assessment? 

18. Would you expect the MICto pass on your callout/assessment concerning the direction of fire to 
the pilot, SO, JTAC GFC? 

19. Do you think if you would have had DMCC interphone capability, you would have had more 
situational awareness of the battle space? 

20. Did your crew conduct a debrief after the event and/or end of shift? 

21. Were any lessons learned discussed? 



SEGRET//REL USA, I SAf, NATO 



PRIVACY ACT STATEMENT 



Name: _ (b)(3), (b)(6) 

RanWRate:_£i3 

Unit: \y> 15 - 

Telephone number: _ < b >( 2 ) 

Today, SJ AWL 2 n . I acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
law 93 579) which requires that Federal agencies must inform individuals who ^e requited to 
furnish personal information about themselves as to certain facts regardmg the information 
requested below. 

1 AUTHORITY- 5 U S C. 301 : 10 U.S.C. 972, 1 201-1221, 2733. 2734-2734b., 2737, 5013 , 5031- 
tnSSSSSS: 5947 S 6148, 7205, 7622-7623; 28 OS -^346 2671-2680; „ , U S £ 240-243 3M1- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651- 2653, 44 U.S.C. 3101 , 48 
U.S.C. 1901. 

2. principal PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a Determinations on the status of personnel regarding entitlements to pay during disability, 
disabilSy benefits severance pay, retirement pay. increases of pay J*^^™ c . 
benefits* involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with'a view to improving the efficiency and safety of the Department of the Navy. 

3 RO UTINE USES : In addition to being used within the Department of the Navy and Defense for 
the pur P oLe(s)indic ated above, records of investigations are routinely ^^J*"™"**' 
to the Department of Veterans Affaire for use in determinations concerning entitlement to 
Veterans' and Tsurvivors' benefits; to Servicemen's Group Life Insurance administrators for 
jSnaSrconcerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
Posses 0* HSc funds and related fiscal matters; and to the Department of Jusbce for use m 
S,n involving the Government* Additionally, such investigations are sometimes furnished 
KSeTef^KSS of Justice and to State or local law records 
auUiorities for use in connection with civilian criminal and civil court proceedings.* The records 
of fnvSatons are provided to agents and authorized **™»*^«g^J*^ n f C 
incident for use in legal or administrative matters.* The records are checked by or 
Government and for use in design and evaluation of products, services, and systems.* The 
Sec"" also furnished to agencies of the Federal, State, or local law enrorceme n authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, c.v.l, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VP! UMTARY DISCLO * i»F. CONSEQUFNCFS OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for P>"Poee 2a « to hav „ 
Disclosure is voluntary * You are advised that you are initially presumed to be entitled to have 
tte [disciplinarv determinations] in paragraph 2 above , n-o ved In 

your favor, but the final determination will be based on all the evriet.ee in the invest Ration 
Records * If you do not provide the requested information, you w.ll be entitled to a favorable 
detonation ?^ "the record does not contain sufficient evidence 1o overcome the presumption in 
vour^vor however, vour election not to provide the requested information possible «>«W 
prevent ° h ; inv" stigiiion from obtaining evidence which may be needed to support a favorable 
determination. 

b Where an individual is a subject of an investigation for purpose 2c t above;* Disclosure is 
volunta" md if you do not provided requested information, any determination as to whether 
Jou E d be held pecuniarily liable for repayment of the Government's loss would be based on 
Z fothe" evidence in the investigative record, which possibly might not support a favorable 
determination. 

c Where an individual is a claimant or potential claimant in an investigation for purpose 2e 
above-* Disclosure I voluntary, but refusal to disclose the requested » nfo ^ at ' on , c ° u 'lP^ v v e 6 nt 
the investioatlon from obtaining sufficient information to substantiate any claim have 
make or miy make against the Government as a result of the incident under mvest.gabon. 

d Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: J*^"™" 
voluntary but refusal to disclose the requested information could result in a requirement for ^you 
I assTgTto Government your medical care claims against third parties n with the 

incident, or authorize withholding of the records of your treatment In naval med.cal facHit.es. 

e In any other case: Disclosure is voluntary, and if you do not provide the requested 
intonation ? and determinations or evaluations made as a result of the investigation will be made 
on the bases or the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 



(Signature and date 1 . 



secret// ng torn 

(b)(3), (b)(6) bfaS -t*> Gfi 



-3) Si-bo 



<„„ i^, ™^ Pfe ^ * J ^ 

„»L , £»«rh ?™ ^ ^ *>» *«1 W ^ ^ ^ 



,„,. ^ t*u.w fite Wkior , * ^ 

^ ^ fa * -*** ^ v r nf ., ,VlM , 

^^^ ^ ^ FF. ^ *** 
> A«,.r n Wb> fess art. b » rn V « ^ *"* fTW 

i/),; V 

. — ■ 

n.\ That mi <wy *>« * ^ M ^ aVer ^ 

1304: : ■ — ^ 

\X\ Y<l$ 

!5J_v^ ^ 



"3: . ■ 



(b)(3), (b)(6) 



- SLcr , rT//'Nor n rM 



ENCLOSURES 
&CF7 



"witness statement 



1 



(b)(3), (b)(6) 



£-5 



(b)(3), (b)(6) 



Social Security Number 



(b)(3), (b)(6) 



\ildrcs:- 1 1 ionic or wutx > 
(b)(2) 



(b)(2) 



herebv make the following statement for 
SW)( AFGHANISTAN). 




1 swear (or affirm) that the information in th* — ent above and on the attached ffpg is 
true to the best of my knowledge or belief 

(b)(3), (b)(6) _ — H)^cT 11mL * 

~i 

Sworn to before me this dale. 



(b)(3), (b)(6) y^fcg^?^^ 

. t ( , Administer Oaths per An. 1 36. UCM J P S*S 
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19 April 2011 



MEMORANDUM FOR THE RECORD 

Subj : SWORN STATEMENT ICO AIRMAM FIRST CLASS (b)(3), (b)(6) USAF, 

REGARDING THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT THAT OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- 
SOUTHWEST (RC-SW) 



i. On 19 April 2011 at 12112 I swore Airman First Class (b)(3), (b)(6) 
(b)(3), (b)(6 )r USAF, via telephone, to his IS April 2011 statement, which 
consisted of a -wo page questionnaire and his one page handwritten 
response /statement and was submitted via SI PR e-mail to Colonel 

(b)(3), (b)(6) , USMC, investigating officer for the above subject 
investigation t 

Camp Leatherneck, 
was located at 

r 

Command Investigation Legal Advisor 



2. At the time cf the swearing, I was located at 
Afghanis tan , and Airman First Class (b)(3), (b)(6) 

Terre Haute, Indiana - 

(b)(3), (b)(6) 



- op - 



19 April 2011 



MEMORANDUM FOR THE RECORD 

Subj : SWORN STATEMENT ICO CAPT (b)(3), (b)(6) , USAF, REGARDING THE 

COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON 6 APRIL 2C11 IN REGIONAL COMMAND-SOUTHWEST (RC-SW) 

1. On 19 April 2011 at 1409Z I swore Captain (b)(3), (b)(6) , USAF, via 
telephone, to his 18 April 2011 statement, which consisted of two 
pace's and was submitted via SIPR e-mail to Colonel (b)(3), (b)(6) 

USMC, investigating officer for the above subject investigation. 

2. At the time of the swearing, I was located at Camp Leatherneck, 
Afghanistan, and Captain (b )( 3), pro was Ice:, ted az March Air Reserve Base 
in California, 



(b)(3), (b)(6) 



Command Investigation Legal Advisor 
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WITNESS STATEMENT 



(b)(3), (b)(6) 



CAPT/0-3 



(b)(3), (b)(6) 



Name 

PILOT IN COMMAND (MQ-IB) 

Position 

(b)(3), (b)(6) 



Rank/Rate 



Social Security Number 

432 AEW 



Organization 



Address (Home or Office) 
DSN: (b)(2) 



(b)(3), (b)(6) 



Office Phone 



Mobile Phone 



| 5 (b)(3), (b)(6) ( hereby make the following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 APRIL 
2011 IN REGIONAL COMMAND-SOUTHWEST (RC-SW) (AFGHANISTAN): 

SEE ATTACHED STATEMENT, THIS STATEMENT IS COMPRISED OF 2 PAGES. 



I swear (or affirm) that the information in the statement above and on the 2 attached page(s) is 
true to the best of my knowledge or belief. 



(b)(3), (b)(6) 



{Date) 



Time 



Sworn to before me this date. 



(Signature of Officer Authorized to Administer Oaths per Art, 136. CCMJ) 



{Date} 



Time 
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5CCriCT//RLL ISAP 



My flight experience goes back to 1996 when I began flying general aviation. I accumulated roughly 150 
hrs as a recreational private pilot before going to UPT in October of 2005. 1 flew the T-37 for just over 
100 hours and theT-1 a lso for just over 100 hours during UPT, Graduated UPT in November 2006 a nd 
earned the Instrument Commercial, Multi Engine ratings, slang with the BE400 and MU300 type ratings 
IAW the FARs regarding military experience, I am still flying general aviation aircraft and have just over 
400 hours total time in manned aircraft. After pipelining to MQ-1 directly from UPT, I became CMR in 
the MQ-1 in July of 2007, 3 years and 9 months ago. I have 2267 total hours from flying 841 sorties in 
the MQ-1 in OIF, OND, and OEF~ 15.9 of these hours are as a CMR instructor for the 196R5. 

My shift on 6 April Zulu started at 1430 PST. \ was in the seat at 1500 in the OND line and conducted a 
RTB and losing handover at 1630PST. After handover 1 had an hour and a half break and left base, with 
permission from shift supervisor, to pick up application paperwork I had been working on to be a 
volunteer pilot for a local police department and to eat a meal, i returned to base at 1S00 in time to be 
the spare pilot on shift. Due to the schedule downrartge, there is a brief time when both lines are down 
on our shift and a spare pilot in the building is not required at that time. From 1800 until 2015, 1 was in 
the PQC briefing room becoming familiar with operating MR ADS. I also was reviewing some previous 
shots, and discussing with another pilot some trends and lessons learned in crosshair placement and 
tactics from the SADR city days to now. I got in the seat for (b)(i)i.4a at 2030PST. I was in the seat for 
27 minutes before (b)d)i.4a directed the sensor to move to friendly convoy. Upon hearing of friend lies 
in contact, ] started spinning up the missile, technique to be as ready as possible for the JTAC if they 
decide to use us for weapons employment After acquiring the convoy in our FMV, (b)(i)i.4a provided 
instructions and to scan 3 particular compounds to the west and northwest of the convoy on 611 
looking for possible shooters. While scanning the second compound, (b)(i)i.4a provided updated 
friendly positions being on 611 or tree line just adjacent to 611, and instructions to conduct a scan out 
to 300m west of the convoy, particularly a north east to southwest running tree Sine, He was interested 
in any personnel possibly moving in those tree lines moving in on forces. After contacting the tree line, 
the sensor began scanning. Three heat signatures on the west side of the tree fine (b)(i)i.4a was told to 
scan were seen in the FMV. I informed the JTAC we were going to check and see if they were livestock 
or individuals. After zooming in and briefly checking day tv, muzzle flashes were observed from the 
southern most heat sig. ! saw, without a doubt in my mind, muzzle flashes appearing to be in the 
direction of the convoy. The position of the individuals on the west side of trees and a structure made 
complete sense with an enemy fighting position taking cover and firing on the convoy to the east, i used 
what I saw with historic enemy TTP in this area, and the incoming information about what the JTAC was 
looking for, to base my assessment. I did not see the chat in the main mission room after seeing muzzle 
flashes. From that point on, my focus was clear concise communications with the JTAC and ensuing CAS 
comms, 9 line etc. At this point, I was also focused on keeping the aircraft in a position to maintain FMV 
on the individuals. I was also getting the aircraft into the WEZ, Winds were 30 knots out of the west so I 
had to make sure 1 kept aircraft position and direction in cross check, t was not aware of the whisper 
sent by DGS to the MIC (<DGS-IN_TC_BE> pers are shooting W and the convoy is to the £). I saw a second set 
of muzzle flashes on the feed out of the corner of my eye and did not question the direction. That time 
of second muzzle flashes, I must have been (ooking at the tracker display checking aircraft position 
within the WEZand how the winds were affecting the flight path. No mention of the whisper regarding 
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direction of fire or the chat in the main room regarding direction of fire was ever brought up by anyone 
who had access to the feed and/or our main room chat during in this incident, down range or locally. 
Again, my focus was on CAS comms and maintaining aircraft position. I asked the MIC to give me back 
(b )(i)i.4a because (b)(i)i.4a asked if this was in vicinity of compound 58, The compound overlay was 
not on Google Earth, so I needed (b)(i)i.4a up to crosscheck location of compound 58. At the time \ 
didn't know why the MIC pulled up Google Earth, There was never a time where I felt the strike should 
have been rolexed or aborted in order to verify friendly position. Experience with finding and 
neutralizing the enemy is that targets can be fleeting and the window to strike can be very small. The 
time window to neutralize threats can be smaller than the time window to conduct CAS comms. From all 
the information provided from (b)(i)i.4a about what he was looking for, and from what was seen on 
our FMV, at the time, there was not even a hint of doubt in my mind this was the enemy fighting 
position he was looking for who were firing on the convoy. Even after weapon impact, while conducting 
BDA, I had no doubts whatsoever. The first time my 6 Ih sense picked up on something was when the 
JTAC was not responding to my 8DA calls and radio checks. However, numerous times, JTACs radio 
batteries will need to be replaced, and they Inform us of this when they check back up. So my thoughts 
were "Something is making me nervous, but maybe he's replacing his batteries. Ironic time for batteries 
to go out/' When the JTAC informed us to return to 611 and continue scan is when I started to think 
something unusual was going on. And when friendlies entered the target area without a small arms 
fight with the two remaining in the target area, I realized with certainty something was wrong. Even 
then, my thoughts were, "Were these ANA gone rogue and firing on friendlies?" Even then, i did not 
believe they were ISAF forces, And even then I still believed the direction of fire was towards the 
convoy. 1 even whispered DGS about possible fratricide and that I didn't understand how this could be 
since these personnel were firing towards the convoy. I then saw the posts in the main mission room 
and thought to myself "DGS called the direction of fire wrong, they were firing to the east/' DGS units 
have made mistakes on callouts before in the past 3 years of flying the lines. And I truly thought DGS 
called the direction of fire wrong. In my whisper with DGS after the strike, they made no mention of 
direction of fire. 1 stayed in the seat to provide overwatch of the friendlies and the convoy until after 
rotary wing assets arrived on station. Once it seemed clear the JTAC had plenty of coverage from the 
rotary wing, it was then that the gravity of the matter overcame my ability to continue focusing on the 
task at hand and I decided to have the midshlft pilot relieve me. After swapping out, everyone in the 
POC, myself, the sensor, the backup pilot, and the squadron commander gathered in The POC briefing 
room to review the video and voice. It was while watching the video for the first time in the briefing 
room that I saw the direction of fire was actually to the west. Realizing this fact and being completely 
confused at how I saw exactly the opposite sitting in the seat, I could not maintain bearing and stopped 
the video and left the POC and the building. At this point, the chaplain met me outside, No "official 
lessons learned" have been discussed due to the ongoing investigation. The crew still has questions 
about what happened downrange with the ground force communications and without all of the facts, 
any discussion of lessons learned at this point will be discussed without all of the factual information. 
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PRIVACY ACT STATEMENT 



(b)(3), (b)(6) 

Name: 

/ / 

Rank/Rate: CL ^ J Q 3 

Unit: <U El 5 

Telephone number: _ (b)(3) (b)(6) _ 

Today, lUf(L 20 1( I acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579} which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221 , 2733, 2734-2734b. 1 2737, 5013, 5031- 
5036,5131-5150, 5947, 8148, 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 31 U.S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2551- 2653; 44 U.S,G. 3101; 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor s 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action, 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Government < Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters .< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities s 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4, MANDATORYWOLUNTARY DISCLOSURE. CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records^ if you do not provide the requested Information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above ;< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Governments loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above: < Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation* 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF CAPT(b)(3), (bxejON APRIL 19, 2011 

1. On April 19, 2011 at Oimp Leatherneck, I, Colonel (b)(3), (b)(6) , Major (b)(3), (bxej and Captain^), (b)(6) 
interviewed Captain^, (bxejto gather additional details on the actions related to the (bxi)i.4a Hellfire 
strike on April 5, 2011. We wbre assisted by Lieutenant Colonel (b)(3), (b)(6), the legal representative to the 
investigative team. 

2. Captb)(3), (bxehas operated with (b)(i)i.4a JTAC cafisigns for approximately two weeks before the 
Hellfire strike on April 6, 2011. During the course of these two weeks, he flew approximately 4-6 sorties 
working with (bxi)i.4a JTACS. On one instance, Capt^), (bxefeceived a pre-emptive 9-line for I ED 
empiacers, but a Hellfire strike wasn't subsequently conducted. Over the radio, he had previously 
discussed CIVCA5 mitigation with (bxi)i.4a , Over his entire Predator flying career, Capfyxs), (bxejhad 
taken two previous Hellfire shots, Although they represented some time constraints, neither previous 
shot exhibited the same expediency from start to finish as did the Hellfire strike on April 6, Captop), (b)(6) 
assessed the initial muzzle flashes from the group of individuals southwest of building 58 as being 
directed towards friendly forces to the East and the fire was given from behind cover of a wall and trees 
to the East. When asked if his MIC wouid have informed him that DGS had whispered to them that 
"persons are shooting West and the convoy is to the East/ 1 Capfaxs), (bxereplied that it was 90% likely that 
he would have informed (b)d)i.4a and considered putting a hold on the engagement Likewise, if DGS 
had reiterated the direction of fire and friendly position in the main mIRC mission room, Captor, (b)(6) 
indicated that it was likely that he would also have informed (bxi)i.4a f but he wasn't actively watching 
miRC chat during the engagement Although not formally trained in FMV analysis, Capias), (bxefh ought 
the personnel he saw were enehiy fighters due to the fact that they were taking cover on the West side 
of the wail, away from the friendly forces on RTE 611. Based on previous experience, he assessed this 
group indicating standard enemy TTPs such as groups of 3-4 personnel and images much hotter than 
friendly forces. 

3. I certify that this statement is an accurate summary of the interview, 



(b)(3), (b)(6) 

MAJ USAF 
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(b) Danger Close. Ordnance delivery inside the 0. 1 percent Pi distance 
will be considered "danger close." The supported commander must accept responsibility 
for the risk to friendly forces when targets are inside the CU percent Pi distance. Risk 
acceptance is confirmed when the supported commander passes his initials to the 
attacking CAS aircraft through the JTAC/FAC(A) f signifying that he accepts the risk 
inherent in ordnance delivery inside the 0.1 percent Vi distance. When ordnance is a 
factor in the safety of friendly troops, the aircraft weapon's axis of attack should be 
parallel to the friendly force's axis or orientation. The intent is to preclude long andter 
short deliveries from being a factor to friendly forces. 

h. Types of CAS Terminal Attack Control. Technological advances in aircraft 
capabilities, weapons systems, and munitions provide JTACs/FAC(A)s additional tools to 
maximize effects of fires while mitigating risk of fratricide when employing air power in 
close proximity to friendly forces. GPS-equipped aircraft and munitions, 
LRFs/designatois, and digital system capabilities are technologies that can be exploited in 
the CAS mission area. There are three types of TAG (Types 1, 2, and 3). During the 
fires approval process at the appropriate unit level, the commander considers the situation 
and issues guidance to the JTAC/FAC(A) based on recommendations from his staff and 
associated risks identified in the tactical risk assessment. Conditions determine which 
type of control (1. 2, or 3) is used. These controls should be considered tools that give 
the terminal attack controller the greatest chance of successfully destroying the target and 
negating fnendly/civilian/collateral damage. The intent is to offer the lowest level 
supported commander, within the constraints established during risk assessment the 
latitude to authorize weapons employment This may be a task decision that is delegated 
to the JTAC/FAC(A) under certain conditions, Specific levels of risk should not be 
associated with each type of terminal attack control. The tactical situation will define the 
risk associated with a given type of TAC, (e.g., GPS and digital targeting systems used in 
Type 2 control may be a better mitigation of risk than using Type 1). The three types of 
control are not ordnance specific, Any change to the type of TAC should be coordinated 
with the appropriate fires approval agency, as the type of control is part of the approved 
CAS mission. 

(1) Type 1 control is used when the JTAC must visually acquire the attacking 
aircraft and the target for each attack Analysis of attacking aircraft geometry is required 
to reduce the risk of the attack affecting friendly forces. Type 1 control is used when the 
visual acquisition of the attacking aircraft by the JTAC/FAC(A) and the analysis of 
attacking aircraft geometry is the best means available to reduce risk of the attack 
affecting friendly forces. Language barriers when controlling coalition aircraft, lack of 
confidence in a particular platform, ability to operate in adverse weather, or aircrew 
capability are all examples where visual means of TAC may be the method of choice. 
Due to the use of visual cues to mitigate risk under Type 1 control, JTACs/FAC(A)s 
should not change the type of control to Type 2 or Type 3 after the CAS attack briefing 
has been given to CAS aircraft. Type 1 control procedures are as follows: 

(a) XTAC/FAC(A) will visually acquire the target. 



V-20 JP 3-09.3 

ENCLOSURE 31 
2 OF 2D 



Execution 



(b) JTAC/FAC(A) will send the CAS briefing (9-line) to attack aircraft 

(c) Attack aircraft will verify target location correlates with expected target 

area. 

Note: Attack aircraft validates target location by cross-checking that the position is 
coincident with the expected target area by using all appropriate means: map plot, target 
designation displayed on digital map set, head-up display symbology, FLIR, radar, etc. 

(d) Aircraft will read back Line 4, Line 6, and any restrictions provided by 
the JTAC/FAC(A). 

(e) JTAC/FAC(A) wilt provide a verbal description or talk-on to the mark 
and/or target and confirm aircraft correctly identifies the mark and/or target, 

(f) Aircraft will provide an "IP INBOUND 7 * call if requested. 

(g) JTAC/FAC(A) will mark/designate target (as practicable). 

(h) Attack aircraft will provide "IN" call indicating entering terminal phase 
of air-to-ground attack prior to weapons release. 

(i) Attack aircraft will visually acquire target or mark, 

(j) JTAC/FAC(A) will visually acquire the attacking aircraft. 

(k) JTAC/FAC(A) will analyze attacking aircraft geometry to reduce the 
risk of the attack affecting friendly Forces. 

(I) JTAC/FAC(A) will provide a "CLEARED HOT" or "ABORT" based 
mi the above procedures being met. 

Note: In the case where aircraft acquisition/analysis by the JTAC/FAC(A) is difficult or 
not possible, attack aircraft may be forced to modify their attack profile to aid in 
acquisition. 
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Chapter V 

The following scenario provides s step-hy-step example of how Type 1 control is 
conducted 

— JTAC visually acquires isr^: and. ,-srtf es iargei location. At. The direction of the 
supported comnriancer. the J -AC submits 'an ■ Immediate Joint tactical Air Strike 
Request, reports troops- ir contact, am recedes too aircraft wnh 4 MK-82 low drag 
general-purpose bombs; Th'e^jAC also coordinates with the' , fire support 
representative for b:sc^:iGr -f nsric,:snd suppression'-of enemy air 
defenses. : """" ^^l!? ^ 

— .Attack iircraft;checkis--ir. ^■rs^- tz .- :■ Nation update i followed by the eiose 
air support briefing, 

JTAC: "Dragon 31, this is Icebox 11 ; this-wiil be a Type 1 control, adyise.when 
ready for 9-i in e.". 

Attack Aircraft:. Icebox 11 f pjfkgon 31 ready to ■•copy ." 
jtag: 

TLYMOUTH 
360 Right 

9.1 _^ , 

350 : -->"-_ 

Platoon of infantry dug in 

CM 367971 

White Phosphorous 

South 900,. troops in contact " 

Egress east jbr^j^^fe^^^^^^ ^^^^ fe::. . 

Advise When ready for remarks 1 ;:;. v: 

Attack Aircraft: -'Ready toioo'py re- "ks- : 

JTAC: " "Fins! attack. heading>2S5-330.'. -ZSU:-"23-4 (from the target) , north' 1Q0G t 
continuous suppression,. gun-targei- lire ij4p|ijrepori IP inbound' 1 . 

ATTACK Aircraft: . "350^ .Civ'i 367^': "-£/ =c-l r^r- 255-33C :: 

JTAC: "Read back eormct;\t;me.c.v;- .-23i(TOJ} 50 ,r . 

Attack Aircraft: "Roger, TOT 50" _ 

— Prior to .wBapon release, each proviqe joint terminal 
attack controller (JTAC) with an ' IN cai* wtfh direction .. 

Attack Aircrattr^ 
JTAC: "Dragon 31 COMTINUE. 1 
JTAC: "Mark is ori the deck. rr 
Attack Aircraft: "CONTACT the mark." 
JTAC: "From the mark, south 1 0ff- 
Attack Aircraft: k Dragon 3t;iN ?1 fronrthe essf 
JTAC:'- "Dragon: 31 , CLEARED HOT' 
Attack Aircraft':- '"Dragon 31; off, lyi/p = , av 
JTAC: '"Dragon 32, frorri lead's" hits';'" westj Op" • 
Attack Aircraft: "Dragon 32 IN from the southeast" ■ 
JTAC: "Dragon -32; CLEARED. HGT f " 
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(2) Type 2 control is used when the JTAC requires control of individual attacks 
and any or all of the conditions highlighted in the following text box exist: 



o JTAG is unable to visualf^c^ejre the attacking aircraft at weaporis 

release. '".•••>5l^^^^^^^^B^ : 

JTAC is unable to target 

* The attacking aircraft Is "unable t : acquire the mark/target prior to 
weapons release. 

The JTAC must acquire the target visually or utilize targeting data from a scout, COLT, 
FIST, JFO ? UAS 5 SOF, CAS aircrew, or other asset with accurate real-time targeting 
information. Type 2 control requires control of individual attacks, The JTAC/FAC(A) 
may be able to visually acquire the attacking aircraft, While not required, if the tactical 
situation allows, the JTAC/FAC(A) should make every effort to visually acquire the 
aircraft and assess attack geometry under Type 2 control, in order to provide an 
additional measure of safety, enhance SA, and be able to abort the attack if necessary. 
Likewise, the attacking aircraft may be able to visually acquire the target/mark prior to 
weapons release, but it is not required. Examples of when Type 2 control may be 
applicable are night, adverse weather, and high altitude or standoff weapons employment. 
Considerations for employing Type 2 control include: 

« When employing unglisded Munitions' using Type 2 control, 
consideration must be giver lost aircraft navigationAveapons 
system accuracy. Inaccurate navigation/weapon systems can result 
in excessive miss distances, : 

* Weapon time of flight wiil be a factor relative to movement of enemy 
targets and friendly $b?ce$wmn employing standoff weapons. 
etai led planning and pre^^at^n by both the joint terminal attack 
controller/forward ail" contrdffer (asr) and the aircrew are required to 
identify situations and i^itipns conducive to standoff weapons 
attacks, arte to abdre^ r f llgiit~ ] : prbfile and dSconf liqtion 
(aircraft/weaponryM 

* Digital or data link systems capable of displaying aircraft track, 
sensor point of interest, etc., significantly enhance situational 
awareness and the effectiveness of term! nal attack control. 



Type 2 control procedures are listed in the following subparagraphs: 

(a) JTAC/FAC(A) visually acquires the target or acquires targeting data 
from a scout, COLT, FIST, JFO, UAS, SOF, CAS aircrew, or other assets with accurate 
real-time targeting information* 

(b) JTAC/FAC(A) will send a CAS briefing (9-line) to attack aircraft. 
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(c) Attack aircraft will verity target location correlates with expected 



target area. 



Note: Attack aircraft validates target location fay cross-checking that the position is 
coincident with the expected target area by using all appropriate means: map plot, target 
designation displayed on digital map set, head-up display symbology, FLIR, radar, and 
etc. 

(d) Aircraft will read back Line 4, Line 6, and any restrictions provided by 
the JTAC/FAC(A). Aircrews will confirm that the readback is from the elevation and 
target location programmed into navigation/attack systems followed by restrictions. For 
BOC attacks the readback will be from the aircraft system, 

(c) Aircraft will provide an k4 IP INBOUND" call if requested. 

(f) Attack aircraft will provide the JTAC with an "IN" call indicating 
entering terminal phase of air-to-ground attack prior to weapons release. Aircrew should 
make this call at the appropriate time to allow clearance before entering the release 
window. 

(g) JTAC/FAC(A) will provide a "CLEARED HOT 1 ' or "ABORTS 

The following scenario prwities a :.siep-by-$:sz sag \~-'p!e;.gfhp\y- Type 2 terminal attack centre! may 
■ b e used for a coordinate-dependent, [weapon snip toymen t 



}uire the target but receives accurate real 
tredps in contact.' The JTAC verifies target 
with Joint Direct Attack Motions, 
ding firs ohbo£rd- : capabilrlies ; receives a 



rpl; advise wnen- reaay;for 9-urie 



— Joint terminal attack controller . ( JTAGy l^jnsp; 
time targeting frifbOTSjpphjrom a scout £nd,<hsi i 
location and coordinates througn ^ 

— Attack lead aircraft checks fn f inferms:th' : a.J.^S 
situation update, and Is provided the closa; sir sbf 

JTAC: "Hog 1 1' T this is this wf bea^Typo 2 
Attack Aircraft; "A3C r Hog 1 1 ready'to : ;c6py n ' 
JTAC: 
''MAZDA 
360 right 

9-9 ; ,- - 

460 ... ... 

T-80 dug in 
NB 8652342745 
NONE 

South 900, troops in contact 
Egress east to CHEVY 
Advise when ready for remarks. 

Attack Aircraft: "Ready to copy remarks:' : 

JTAG: "Request-one G(3tJ-3 1 ; Fina) : attapk^headihg . 300-345 

— Attack aircraft validates target location by G.rp3s-Gheckin,j s-z: tr.s position is; CQinq[dent.witb 
the expected target ares by -sine a:! . appropriate- means:' map p[6t;target;aesignation:aisp|ayeci 
on digital map set, Head-up display;symbq^ / : 
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Attack Aircraft: M 450 ( NB;865234274^;^"5 
JT AC: "Readback Correct. Repon IP ^bev 
Attack Aircraft: LL Roger; TO i 45^g|||||| 

— Prior to weapon relesss, attack alrcrsfi ^ 

Attack Aircraft: "Hog I t IP 
JTAC: "Hog 11 CONTINUE 1 : . 
Attack Aircraft: ''Hog 11 .IN tro^n Shessj&tf 
JTAC; "Hog 1 1 CLEARED HOT 1 " : 



target (TGT) 45 1 



fith:an'-[N^cai 



(3) Type 3 control is used when the JTAC requires the ability to provide 
clearance for multiple attacks within a single engagement subject to specific attack 
restrictions, and any or all of the conditions highlighted in the following text box exist: 



* JTAC is unable to visusiiy a* 

* JTAC is unable to visual ly a? 

o The attacking asreraft; is^uri^ 
release/ 



Irig aircraft at weapons release. 



lark/target prior to weapons 



The JTAC must acquire the target; visually or utilizing targeting data from a scout, 
COLT, FIST, JFO, UAS, SOF 3 CAS aircrew, or other asset with accurate real-time 
targeting information. While not required, if the tactical situation allows, the 
JTAC/FAC(A) should make every effort to visually acquire the aircraft and assess attack 
geometry under Type 3 control, in order to provide an additional measure of safety, 
enhance SA, and be able to abort the attack if necessary. Likewise, the attacking aircraft 
may be able to visually acquire the target/mark prior to weapons release, but it is not 
required JTAC/FAC(A) wilt provide the CAS aircraft with targeting restrictions (e.g., 
time, geographic boundaries, final attack heading[s], specific target set). Following 
mandatory readback by the CAS asset, the JTAC/FAC(A) then grants a weapons release 
clearance ("CLEARED TO ENGAGE")- Observers may also be used to mark targets 
during Type 3 control. AH targeting data must be coordinated through the appropriate 
supported unit's battle staff for approval. The JTAC/FAC(A) will monitor radio 
transmissions and other available digital information to maintain control of the 
engagement. The JTAC/FAC(A) maintains abort authority. Type 3 is a CAS terminal 
attack control procedure and should not be confused with TGO, air interdiction, or other 
"air support" missions which do not employ a JTAC/FAC(A). Type 3 control 
procedures are as follows: 

(a) JT AC/FAC(A) acquires the target or acquires targeting data from a scout, 
COLT, FIST, UAS, JFO, SOF, CAS aircrew, or other assets with accurate real-time 
targeting information. 
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(b) JTAC/FAC(A) will send the CAS briefing (9-line) to attack aircraft. 
Briefing should include area for attacks^ restrictions/limitations, and attack time window, 
in the remarks, 

(c) Attack aircraft will vcr iiy target location correlates with expected target 

area. 

Note: Attack aircraft validates target location by cross-checking that the position is 
coincident with the expected target area by using all appropriate means: map plot, target 
designation displayed on digital map set, head-up display symbology, FLIR, radar, and 
etc. 

(d) Aircraft will read back Line 4, Line 6 and any restrictions provided by the 
JTAC/FAC(A). For BOC attacks the readback will be from the aircraft system. 

(e) Once satisfied the attacking aircraft have SA of the target area, the 
JTAC/FAC(A) will provide attack aircraft "CLEARED TO ENGAGE". 

(f) Aircraft will provide an "IP INBOUND" call if requested, 

(g) Prior to initial weapons release, the attack aircraft will provide 
"COMMENCING ENGAGEMENT" to the JTAC/FAC(A). 

(h) JTAC/FAC(A) will continue to monitor the engagement by all means 
available (visual, voice, digital, etc.). No other communications are required unless 
directed by the JTAC/FAC(A). 

(i) Attack aircraft will provide "ENGAGEMENT COMPLETE" to the 
JTAC/FAC(A). 

The following scenario provides' a sfep-^-S^ 3 control may ho used. 

— The. supported- commander is in so : :act with'- ^.company- ^ to the 

north. A very discernible river convenient^ separates friendly The 
commander and staff 'are confidenL.:[n.:ineir: sltusticna! awareness of friendly force disposition 
provided by sound battle tracking! and the commander has authorized the joint terrninal attack 
controller (JTAC) to determine which ":iype ;df '.qbse. sir - support; (CAS)\ cqntrcf Se'st .suits the 
situation. Two ships of A-1 Os- sre cur?; CAS- stack and have senso-s and eyes in the 

targetarea verifying the recon team's sighting.. Upon consideration 6fa[!;,these factors, Ehe JTAC 
decides to utilize Type 3 terminal auackxontrej 'agai nst . ie mechanized .company; : The following 9- 
line is provided: 

JTAC: "Razor 11, this is A3C T this wiii be a Type 3 control, advise when ready for .9-line." 

AttackAiniraf^ 

JTAC: 

,E MAZDA 

360: 

9.0 
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Mechanized company in the open 
NB 922556 
Laser 1111 

south 1100 -Cfe. /_■■■ 

Egress S to MAZDAS advise wh e n re 3 ~ ;• " f :■ r • r *m arks' 1 ;;. 
Attack Aircraft : -''Razor .1 1 ready- tti'bo v- • 

JTAC: "Razor 1.1 , expect to erigagetfrdni tirr ■"-5-55V Execute attacks north .of .the river. No- attack 
run-ins from north to spuih. Cobra ; fec:~- esrr ^allsign Ldnewoif, is currently 1100m south in 
position to lase, as required, contactor: .ithfeiac-fds: air direction (TAD). ' Reporter! A en this TAD," . 

— Note: Attack aircrslxvaijdatesjBrgs: ^zf'-oh srrc: cross-checks. zhai [he position Is coincident with 
the expected target ares by jsing all e :-\ J 5 gg "ieariS:,- map plot, target designation displayed on 
digital map set head-up display symbol arc- coKmg infrared, radar and etc. 

Attack Aircraft: "A3C : \£ £22655 ■:>.■:::■:■ -:\;ecki5 north'; of ;'tha : river with no nprth.tO: south- 
run-ins, time on target (TOT) 45-55. 1: ". 

JTAG: "Razor 11, readback correct" 

— Attack aircraft •es&biishes • ■zcr—r.^r^ris : : Ccbra.' recon- team ; and osiils established 
overhead and ready for talk-on. 

Attack Aircraft: "Razor 11 o vertieaB '■greedy '£"r?n: ''■ 

Cobra: ''Razor 11, your [argei js a rnechan^ec company of BRDMs and -BMPs w-ih. dismounted 
infantry located on ire non:\^6B d - : fre r\er -<GC peters west of the. large. brown- suspension bndge 
with the- burning vehide about rhrd-s oz;\C a \ ; :; : : z-::?..r; : that bridge." 

Attack Aircraft: "Contact NortH-Spuihr r^r7pid£ bricg'B:^ " 

JTAG: "Razor 11 the target area^^ west'of. the bndge, stand by .-for Laser 

Mark, Laser .to Target Line is g"50/r^6ke'a v r^r:!;i 335 :c 345 or 055-105." 

Attack. Aircraft: "Razor - 11 afHrrnatiye^v'SpO 7 :," sontac-' several tactical vehicles h a plowed out 
field, Northwest of the bridge " ^^^^pv 

Cobra: "Razor 1 1 ; that is your target; 

A3C JTAC (listening to'frequency)': |pl5r II!- 2 _ HARE D TO EN GAG E' from 'time 45-55 .'2 E ' 

— JTAC monitors progress of the fhiss]*^ 

— Attack Aircraft make;': n^uJlipia -attacks ^.thsrt :h3 i^me window while complying with other 
restrictions. The attacks .cbntinueVunti[:fInie-1255, :: : 

Attack Aircraft; "A3C, ^Rszo: 11 :1s" ENGAGE^ENT : C0K4FLETE st time 1255. Advise whan ready 
to copy battle damage assessment fBDA). h 

— Aircrew passes BDA to JTAC - : 

(4) Additional Considerations for all Types of Controls. 

(a) Because there is no requirement for the JTAC/FAC(A) to visually 
acquire the target or attack aircraft in Type 2 or 3 control, JTACs/FAC(A)s are required 
f:o coordinate CAS attacks using targeting information from an observer when they are 
unable to acquire the target or aircraft. An observer may be a scout, COLT, FIST 5 UAS ? 
JFO, SOF 3 CAS aircrew, or other asset with real-time targeting information. The 
JTAC/FAC(A) maintains control of the attacks, making clearance or abort calls based on 
the information provided by other observers or targeting sensors. The JTAC/FAC(A) 
must consider the timeliness and accuracy of targeting information when relying on any 
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form of remote targeting. When any form of remote targeting is used with single source 
targeting information, targeting data should be routed through the commander's battle 
staff to ensure target validity, 

(b) JTACs/FAC(A)s will provide the type of control as part of the CAS brief 
It is not unusual to have two types of control in effect at one time for different flights. For 
example, a JTAC/FAC(A) may control helicopters working Type 2 control from a BP 
outside the JTAC/FAC(A)'s FOV while simultaneously controlling medium or low altitude 
FW attacks under Type 1 or 3 control. The JTAC/FAC(A) maintains the flexibility to 
change the type of terminal attack control at any time within guidelines established by the 
supported commander and should be coordinated with the appropriate fires approval 
agency. This change must be made prior to the 6 IN' call for Type 1 and 2 attacks and the 
commencing call for Type 3. If a Tyffc change is required after these calls, then the 
JTAC/FAC(A) should abort the attack and brief the aircraft. Senior commanders may- 
impose restrictions that will prevent subordinate commanders from choosing certain 
terminal attack control types. However, the intent is for senior commanders to provide 
guidance that allows 0>e lowest level supported commander to make the decision based on 
the situation. 



While recent technology 
systems have provided ^1 
support (CAS) mission, it Is inr 
fully understand :hs cspabKri 
used. ■ Descriptr/3 diaiogq 
controller/forward £t . : 
best means of mitigating l ris 
target It is essential :. ? that%l 
used by all CAS parti ci pa 



in weaponry and digital/data link 
enhancements to the close air 
\ that commanders and operators 
Ixm Hail ons of the systems being 
eeri the joint terminal attack 
r a aircraft will often provide the 
producing the desired effect on 
procedures and terminology be 



Note: The JTAC/FAC(A) maintains abort authority in all cases. 

(c) EOT and BOC These concepts apply to all ordnance employed in 
CAS missions. BOT and BOC are not new concepts; rather a new manner to simply 
communicate an old idea. Every CAS engagement conducted is BOT or BOC regardless 
of the weapon being employed. JTACs /FAC(A)s and CAS aircrew should think of and 
use these concepts as a clear, concise, effective manner to communicate the requirements 
for targeting confirmation from CAS aircraft employing ordnance. Effective use of BOT 
and BOC concepts to clarify JTAC/FAG(A) and CAS requirements for a CAS 
engagement will result in more expeditious and successful attacks, The misapplication of 
BOT and BOC in tactical scenarios will often result in confiision between CAS aircraft 
and JTAC/FAC(A) and increased time to kill or even missed targeting opportunities. 
There is no requirement to pass BOC or BOT during a CAS attack brief, remarks, or 
restrictions. What is important is that the JTAC/FAC(A)'s intent is clear. By using the 
phrase "bomb on target" or "bomb on coordinate" in the preface to the 9-Iinc with type of 
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control or in remarks/restrictions tenninal controllers can clarify the requirements for the 
CAS attack. 

h An identical attack brief could have remarks stated as: "Lead 
aircraft's GBU-I2, JTAC's laser I68S " or as "Lead aircraft's GBU-12, BOC laser 
1688'*. Both communicate the sains idea. 

g Type 1 control is always a BOT attack due to the requirement for 
the CAS aircraft to be either tally the targei or contact the mark, Type 2 and 3 can be 
either BOT or BOC for any ordnance, 

(d) A EOC attack is used when the JTAC/FAC(A) determines that be can 
create the desired effects against that target with CAS aircraft and ordnance employing 
on a specified set of coordinates, The JTAC/FAC( A) does not need to delay the CAS 
attack in order to build CAS aircraft visual awareness to achieve tally/capture the target. 
If a BOC attack is planned based on ih& tactical scenario, then unnecessary exposure to 
the threat by CAS platforms is avoided; and time is not wasted conducting targeting 
confirmation. CAS aircraft are not required to be tally/capture the target when 
conducting BOC attacks. Great care must be taken to ensure that the target location with 
the requisite precision and accuracy determined in the commander's tactical risk 
assessment is obtained and entered iiitb the weapon/navigation system. Aircrew will not 
modify coordinates once read back. For a BOC attack, aircrew readback will be from the 
weapon or aircraft system steering point waypoint, or target point after the coordinates 
have been entered from the CAS attack brief Aircrew will provide the weapon/system 
readback as requested by the terminal attack controller if the CAS aircraft systems are 
capable of providing it. 

A few bomb on coordinate ariapR:#arr 

- Laser guided weapons empliS^l^ln ■ : a z se r basket with the intent to be guided by a 
source outside the cSbse air suppo^ le., joint terminal attack controller 

(JTACJ/fomard alrcontr: : -.5 element. 

- Unguided ordnance dropped from msdLHrn ic. high altitude above an overcast with ability 
to achieve the supported commands: : s for GAS, 

- initially -aided munitions employed in an absolute mode on coordinates sufficient to 
achieve the supported commanders ir^rdror CAS, 

- Hybrid weapons employed on a ;Gtoba; Positioning System coord mate and then Jased by 
an off-board sourceAjTAC/FAG{A). 7- 

The following scenario provides an ,sxa;i:?^ of how : "bomb on. • coordinate" : (BOC) .may be 
employed as part of a Type 2 attack. 

- Weather is -500 feet -above. ground Tevs'h' bWcasi, and join: terminal attack. controller^ JTAC) 
visually acquires an. enemy formation in a trench line with camouflage overhead. Tne JTAC has 
a digital portable tactical... targeting"'systern bet ' i&e -irerjch . li ne ■ is not In the Imagery and therefore 
the JTAC cannot generate an acciirate' .location, 'JTAC :3:3b! e tc terrain associate using his 
1:50K map and derive a 6 digit god'.- with a high' .degree of confidence. At :he:-dErecUo^bf3n.e 
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supported commander,: the JTAG 3u0:t; ^ -^ air strike request (JiAR) 

requesting rotary-wing (RW) close air "support :CA3) or aircraft wrcri coord mate- seeking weapons 
in order to bring. CAS assets - tr-.Car £ ■ : engager jhe : enem/ 'formation. : The ASOC 

routes 2 A\ASS wiih 2 GBL>32s v : :n ^Slil-SSs as iha quickest response option armors. 

- Attack aircraft check in and pass that E&sy-'are carrying f< 1 3 000 3bs JDAMs with an airbursriuze 
option* 

- JTAC determines that he can create aesirea effects toloe enemy personnel m the srench with 
the current target focatior and the- cornbfo^tiQji : G 7 Ms"£irbL*s; faze on the J DAM -and decides to 
employ the AV-S3 Type 2 bomb cr cczTilr 3 - 

- AV-8B receive the CAS :: :'■?, - : :nc 

JTAC: "Latch 61, this Is Broadsword * IT, T af'ec; bomb on coordinate advise when 

ready for 9-line," 

- The JTAC does not have to ever i|| g^^rn-.-bornb cr, coordinate 5 to the CAS aircraft- By 
passing BGC with iha type z: contssi ;us: : i:s; ": r.r. = :"e : the JTAC is telling the CAS aircraft up 
front that they do not need to ^^^gaj^E^r^r|S A to me target or be concerned with getting 
under the weather. BCO ccuic r-.^-;^.' '•■ ^r—vs/.as well or hot at all as . long as the 
requiremeritfor CAS sire: - : is ciesriv.Li;?:?:: : : 

Attack Aircraft: "Broadsword 11, Latch Si' read-/ :s copy' 

JTAC: ~" 
"CHEVY 

270., • 

10.0 v . 

1650 

Company of infantry in-trenchiine 

NB234876 

None 

South 1100 
Egress East CHEVY 

Advise when ready For remarks" 7 ~ - - ■ 
Attack Aircraft: "Readyy.to copy remarks- 

JTAC: Tinai attack headings 2r>:{?0^^naesi 2- _ 3=J-32s from each aircraft, simultaneous 
employment, all set to air^ufstv?^^^^^ ^^^^ ^^^ 

= - - ; • : . . 

- Attack aircraft validate target location by- cross-checking, that the 'position- is .coincident with/the 
expected. target area -using a!f appropriate rn'sarrs; map piot T digital map set, and radar through 
the weather, etc- Additifjna% attack';"^ of fine 4 and' 6' into both GBU-325 on 

board and confirm fuzing is set to airbus:- ■ 

Attack Aircraft read back: "Latch 61 ~ : .veapon, 1650. NB234876= final attack headings 
25G-290.* 

JTAC: "Latch 6Treadbaci\ correct V- : '*j me" on'targei- ( i O. i ) 35/' 
Attack Aircraft: "Latch 61, TOT 35/ 

(e) A EOT attack or self-derived targeting requires that the aircrew is 
tally/contact/capturcd t]ie JTAC/FAC(A)'s intended target or aim point. Coordinate 
accuracy and precision (to include TLE) are not as important as the JTACs/FAC(A)'s 
ability td aid CAS aircraft in gaining tally/capture. This delivery method is 
advantageous in numerous tactical situations such as mobile target sets (whether 
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stationary or moving), low throat enwonpiaits that support continuous target observation 
by CAS aircraft, situations where co^tilters are not able or do not need to generate low 
TLE coordinates, or when aircrew are tally/have captured/contact the target If a BOT 
attack is planned based on the tactical scenario, then time should not be wasted 
conducting detailed precision and/on accurate target coordinate generation, Tn many 
tactical scenarios suited to BOT attacks, delaying the attack in order to generate a 
coordinate for BOC employment" Will increase the time to kill or result in missed 
targeting opportunities. 



Bomb on target examples include: 

a Laser guided/; Weapon's :e^pioy : 
support (CAS) aircraft 

* Unguided ordnance cropped rz 
tally the target or contact^., r- f 

e Correction' from rrark : C§§ : 

o inertfally aided munitions employ 

* Hybrid weapons 1 ' em ployed 
by the CAS aircraft ; . 

o Rockets and guns on positively h 



laser basket -and; laSed bv the dose air 



Uiide' underv'thie weather with GAS aircraft 
otovin'aeff of \ft£ correction- 



^ei^dsrived'targeting mode 

ssft'qriing System coordinateland then [ased 

arcets/ or contact a mark and correction 



The following scenario provides 'an Example .ofibcvs "bomb on targei 11 (DOT) may be employed as 
part of a Type 1 attack,. This example- assurpe.si 
this scenario has no other way tQ^rk-ip^-iarge) 
degraded to the talk-on: Realize ih^ihe^a-^Dr: ' : 
is used in this example jo nighlighi ||| | m 1 1 
it relates to Type 1 control requirern s nt£ 



is joint terminal attack controller (JTAC) in 
he dose air support- (CAS) aircraft and has 
'js no t in e 7mos t efftcie n t 'mark " availab ie\ ■ ■ it 
■and bomb on coordinate and how 



- Weather is dear and winds-are cafm, .and ground forces' are currently taking effective fire from 
the. machine gun position and. ■hesa io t r 3c'-: contact- The JTAG visually, .acquires the enemy 
machine gun position. Due to ■ov^rhe'a"3 :.'cc:rr i a^::>: ire machine gun position is-, nci sensor 
significant and Will" be a difficult tai j.^ f dr-CAS/fei rcrev//. A section "of Marine AH-1 Ws are on station 
foaded with 2.75" rockets and 20mm Gannch, ■ 



- While the JTAC has d igltal -portable • tactics i targeting; system and several other tools to : provide 
an accurate and precise target location: .that is time he 'doesn't have; Because the JTAC has 
passed a detailed- update and. orientation-, lb. the area' of; operations on check-In; the JTAC and 
Cobras are able io effectively use common geographical references to quickly employ the GAS 
aircraft.' 



- JTAC determines that 'he can-achieve sufficient 
position with rockets and cannon 1 .' from, the AH-i'Ws.' 
position to friendly poster ( the JTAC decides ; 



ession against the; enemy .machine gun 
Based on the proximity of the enemy 



- A H ~1 Ws receive the ' 



on en 
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JTAC: 'Venom 11, this;, is Broadswo>^^ 



FeflSei, advise when ready for S*line; f 



-The JTAC : doas ; .not ; h^ve -© eye:- ssv . 
engagements' are' : SOT. due; to-tha-GAS. 
and employ off a correction SOT cou^a 
requirement for GAS aircrew is o\eir\fz~ 

Attack Aircraft:' "Broadsv/ord - O'ti'Vencr 



target 5 to the GAS aircraft. Ali Type i 
i r : i tal jy tn a ye.'' capture/or contact a mark 
irks as well or not at all b$ long as the 



JTAC: 

"ADDER 
270 
3000 
1650 

Machine gun position 
PT 740 390 
Talk-on 
North 600 

Egress East ADDER 

Advise when ready for;rerrisrks" ; 



Attack Aircraft: "Venom 1 1 r Beady 

JTAC: 5 Venom 11, Final, attack, n'sscihr- 
ready for taik-on" 

- Attack aircraft validate tsrgs? Icoat0r)t 
expected target area us : ''ng a: J. appropriate 

Attack Aircraft: "Broadsword- 0% Vaner 
ready for talk-on." 

JTAC: "Venom 1-1, Broadsword 01. reed 
hills.'" 

Attack Aircraft: ''Bro^'dsworiQlj-j^s^p 

JTAC: "Venom 11, Broadsword Ql^desci 

Attack Aircraft: "Broadsword 01 , Vanerr 
rest of the 'black hills' and oriented gener 

JTAC: "Venom 11 1 Broadsword ■ 01.; frc~". 
gun position is lOGrn west Just£oTne\w* 

Attack Aircraft: ^Broadsword -OlyVenon 
to the east in line with the northwest potn 

JTAC: 'Venom 1 1 r Broadsword 01, that i 

Attack Aircraft: ^Broadsword 0.1 ; Verier? 
'In from the West* 



sdtate time on target: (TOT), say when 



checking.- jhat the oosition is cos hcident with the 



;p 890, final attack headings 230-300, 



land you are familiar with the 'black 



z b^:-b --z7: ^/bs : r est point of the 'black hills'/' 

= : as t mb st point is s I i g hi ly h igh er t ha n th e 

he' northwest nosipoint of :he black hilis' ? the machine 
t j[ ! - • s position is a north-south wash."" 

s contact me north-south wash, It has a small bend 
of the 'black hills'.'' - 

end .Is- •.pointing at;'the : maGhrne,g'un position to the east/' 
1-1 -S comae! target area,, no joy machine gun position. 



JTAC: 'Venom 11, Glearec 
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'Broadsword 14, Jailbird- 21, Rtq*:-. -Tri's rr ■ \= are on. -the northwest- corner of a four-way 
intersection:' 

"Jailbird 21 •; BroWswbr:d-T4 s sieV/xour.W^ss ..." ;hs:,csnfer.-6fthe. intersection;" • 
"Broadsword 14,; Jailbird 2l 3 Gohtsct;'' 

"Jailbird 21, Broadsword -l'^, i.S-lftere'' i j_ s ; : : ■ .: - - -vfeld of view? " 

"Broadsword 14 T ^ Jailbird 21 , A^:-™av:v^ ~"r:z'"^ isrni.ll6r mid-sized: v'ehicle- - blocking- 1 the SW 
approach to the intersection/' . --_ '-. = 

"Jaiibird 21 ■; Broad syvojG'.J14,'-Ro-.- ; o: .^e,/ " .-= .aiding: south of that vehicle and 

describe the building;' " " v ;^^ ^p^^^ • ' 

"Broadsword 14, Jailbird 21. ir-.z-rz- 3-S:r:s:.l>:fJsre build rhgahn rri^f al:eiy-:Spui:h of the •yehiciet with 
an oval pool in the yard The .building, e^s^rs :z. be -he i3nie,size 25 the Vehicle- itself," 

"Jailbird 21, Broadsword 14 ; on which/side .: T = : - ic is the pool? : ' 

"Broadsword 14, Jailbird-Si, the pci:' : s i~ :-: 5!: 2 of the smsij building," 

"Jailbird 21, Broadsword - : : > rnsor back to the vehicle blocking the SW 

approach, That vehicle is your ia -6et" 

c; Broadsworo 14, Jaiibird?21;captu^;o/ehjc! 

g. CAS Attack Control 

(1) CAS Briefing- JTACs/TACCA)^ will use a standardized briefing to pass 
information rapidly. Hie CAS brief iFigure V-I4) 5 also known as the "9-Line Briefing f 
is the standard for use with FW arid^W airarafi, The CAS briefing form helps aircrews 
in determining if they have the infomiati on required to perform the mission. The brief is 
used for all threat conditions and dbe^htit dictate the CAS aircraft's tactics. The mission 
brief follows the numbered sequence (1-9) of the CAS briefing form. Elements of a 9- 
Hne will not be passed piecemeal over several minutes and out of sequence, The first 9 
lines are understood and line numbers do not need to be passed. When applicable, 
remarks/restrictions should include thdse items listed in paragraphs 4e{j) and (k) below. 
Lilies 4, 6, and any restrictions are HiariiJatory readback items for all three types of 
control. Additionally, the JTAC/FAC(A) may need confirmation that the aircraft has 
correctly received other critical items of the brief- In these situations, the JTAC/FAC(A) 
will specify the additional items to be confirmed. 

(a) IP/BP, The IP is the starting point for the run-in to the target. For 
rotary wing aircraft, the BP is where attacks on the target are commenced. 

(b) Heading and Offset. The heading is given in degrees magnetic from 
the IP to the target or from the center of the BP to die target. JTACs/FAC(A)s give an 
offset (offset left/right) if a restriction exists. The offset is the side of the IP-to-target line 
on which aircrews can maneuver for the attack, 
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THE 9-LIIE CfcC£S;^ 




BRIEFING FORMAT 



^X^BRIEFINiS FORMAT 



Bo not transmit line numbers, . ■=l^iir^ ^re standard unless otherwise 

specified. Lines 4, 6 and:anj^estno'^^^ read-back items. JTAC 



; 



may request read -back of addjtjpi 



► required. 




tKisjs - 



(aircraft c&fi sign) 



{JTA&FAC(A} call sign}, (grid, shift 
iTDJu 5 Known point, pofarplot) 





f, IP/BP: 

2. Heading: <\ 

Z. Distance: " 



■ ■ " affcei: L r R_ 




(IP-h-iargetln jTijytfca/ msfesfSF-totargat In meters) 
4. Target elevation: 11 . rv iEjfrjg - " {in feet N1SL) 



5. Target description: 
6> Target location: " -.-"^ 



{laiittiti&fangfWc^ or offsets or visual) 
7. Type mark: .^ -gbrfe": c; " 



(actual code) 



S- LocaMo n of f riendlies 



(from targefcGattlnal&ireffi meters} 

I 9, "Egress: 

(cardinal ^i^U6r^hdMfi^»f^ipoint) 

Remarks/Restrictions (as appro^Bate):E"l 





Figure V-14. The 9-Line Close Air Support Briefing Format 



(c) Distance. The distance Is given from the IP/BP to the target. For fixed 
wing aircraft, the distance is given in nm and should be accurate to a tenth of a run. For 
attack helicopters, the distance is given in meters from die center of the BP and is 
accurate to the nearest 100 meters. 
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(d) Target Elevation, f fie target elevation is given in feet above MSL. 
Target elevation is needed for cuifif ^bn^r Md for weapon/targeting solutions for CAS 
platforms which require it. 

(e) Target Description The .target description should be specific enough 
for the aircrew to recognize the target. The target should be described accurately and 
concisely. 

(f) Target Location, _ f lib" JTAC/FAC(A) can give the target location in 
several ways (e.g., grid coordinate^ and longitude, relative to a navigational aid 
or visual description from a cdrisr-rJ : reference point/talk-on). Because of the 
multiple coordinate systems avaUaMfbruse, the datum that will be used must always be 
specified in the JTAR. If using g: ..dmates, JTACs/FAC(A)s must include the 
100,000-meter grid identification. : For >n area target, give the location of the target's 
center or location of the greatest conceniration. For a linear target, give the location of 
intended end impact point, orieiita&oi; izd the distance to each end in the remarks 
section of the 9-line brief, if required.. Jor a visual description from a reference point, the 
visual point should be established By p Stroller and visually acquired by the aircrew 
prior to the 9-line or during the situation ^date. 

For further guidance on coordinate, datum planes, refer w CJCSI 3900.0IC, Position 
(Point and Area) Reference Procedures, 

(g) Mark Type, Tp #p : of mark the JTAC/FAC(A) will use (smoke, 
laser, or IR), If using a laser, the- JTAC/FAC(A) will also pass the code be will use. 

(h) Friesidlies, The distance of closest friendlies from the target is given in 
meters and is a cardinal/subcardiMl ^Saing from the target (N, NE> E 5 SE, 3, SW, W, or 
NW). 

(i) Egress. These are the instructions the aircrews use to exit the target 
area. Egress instructions can be giybh as a cardinal direction or by using control points. 
The word "egress" is used before delivering the egress instructions. 

(j) Remarks- The following information should be included if applicable: 

1. Lascr-to-target line (LTL) (in degrees magnetic). 

2, Desired type/number of ordnance and/or weapons effects. 
3± Threat, location, and type of suppression (if any). 

4, Any active GTL. 

5. Hazards to aviation. 
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6. Weather, 

7. Additional target information. 

8. Night vision capability. 

9* Other tim& coniil emtionsl 

10. Friendly markrftf any). 

(k) Restrictions. . Til%M!lsigdiig. information is always a restriction and 
should be included if applicable ^-^MtiBlral restrictions are at the discretion of tile 
JTAC/FAC(A). All passed resSdSSti Mill be read back. 

1 . Final attack heading. 

2. ACAs. 

3. Danger close (if applicable and with commander's initials), 
4 YOT/TTT. 

(2) CAS Briefing wheb ^M aircrew acquires target for JTAC/FAC(A): An 

aircrew can acquire a target anc . . ■ 2 targetable data (lines 4, 5, and 6) for 
JTAC/FAC(A) while conducting CAS, TSR, escort, and other missions. After verifying 
the target data provided by the aircrew^ the JTAC/FAC(A) will provide the same aircrew 
with a CAS briefing using the target data. provided by the aircrew. The transmission of 
the target data by the JTAC/FAG^ ilionsidered the mandatory readback and is die 
responsibility of the ahcrew to corifirai readback was correct Note: This situation only 
applies if the aircrew that provides the target data is the same aircrew that is 
provided the CAS briefing by the JTAC/FAC(A>- 

Situation: Hog 1 has .'Sjgrt Rrovirt/K 
their forward operating .kase. ' Di;: , i:;;g.^:i^ ■ 
personnel continuing ; to, fire'. 
coordinates arid'descriptibri pf ; ihei=.:c ; 

Attack Aircraft: r Thunder : thts is Hoc 
advise when ready to copy 

JTAC: t£ Hog 1, Thunder rsady to cop/- ' 

Attack Aircraft: Thunder,- el avation 4486 recrf, 11S''?A-1234'-;567S-/ 
JTAC: "Hog 1, advise when ready for grjd; : 9-ijne :r 
Attack AfTcraft: Thundfcn Hog 1 ready 1 ' 



5 ;fcr-;Thufid5r (JTAC) due to an: anticipated. attack on 
., -ogf observed a; rno.rtaKlaun'ch^^nd Identified 
\$j-g ■ nis: pod t Hoc 1 'derived -target elevation: -and 

ave'- rnortar. point of origin with personnel firing mortars, 
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JTAC: Type 2 M - 
"1 through 3 HI A" ■ 

"4486, mortar position; ■■■TAS PA':.123^E^S^- : fe 
"None, SW S00 meters, Ecrsss Wssf- 

Attack Aircraft: "Thunder; gooe re5jdb£ck r 

JTAC: "Hog 1, advise itfhen r^'dyior r'er^'r^ 

(3) Mission Brief Accuracy. - Ideally, die controlling agency (e.g., ASOQ 
DA3C, TACC, TAC[A]), briefs, th- before contact with the JTACVFAC(A) using 

the information from the JTARlSF#fM|BT6"^k 8 (see Appendix A, "Joint Tactical Air 
Strike Request 7 ')- Tfe brief m fi0]^^ j ^^^ "6ncise, and executed quickly. Map datum 
must be considered when detcfflT^^.^^p^i3 coordinates. The mission brief should 
not change once an aircrew leave;siBS5P/B"P mbbxind to the target. 

(a) Clearance to Dr#7Firc> Once the clearance requirements for a 
particular type of control are met it is importani to pass clearance in a timely manner to 
give aircrews time to prosecute the- attack before release parameters have expired. A 
wide variety of ordnance is available a::d suitable for CAS missions. Mixed weapons 
loads on aircraft or between flight members will require the flight lead and the 
JTAC/FAC(A) to coordinate different delivery patterns- When employing standoff 
munitions or delivery methods; the- JT AC/FAC( A) must provide a timely clearance 
appropriate for the weapon beingy deiiv^a .^rFor example, medium-altitude attacks can 
result in weapon releases more Oii^^Mmm the target, 

(b) Reattacks* B|a^^. jC AS aircraft to quickly reposition to attack 
the same target, and while mM^fin§j!naintam compliance with any restrictions in 
force. A reattack may be requeste^lf Miltioilal fires are required on the target. In a 
high-threat or non-peiroissive emai^nment;_aircraft may be unable to make multiple 
passes due to enemy defenses 1 . ^-' ^^ .3^^AC(A) issues approval for immediate 
reattack and remains aware of lnpffipIWH6:tne aircraft, As was required in the initial 
attack, clearance to drop/fire on a 'reaitack must be issued by the JTAC/FAC(A) before 
ordnance release. Corrections and new^ resttictions can be given to the aircrew during 
maneuvering. If ordnance adjustments are required, they must be given in a timely 
manner. Corrections arc given in cardinal direction and distance in meters from the 
previous weapon impact point, hi .the following example a correction is being given to 
the second attacking aircraft in the flight based on lead aircraft's impacts (e.g., "Razor 02, 
from lead's hits, north 100"). 

(c) Abort Procedures, The JTAC/FAC(A) should direct CAS aircrews to 
abort if they are not aligned with the correct target, and must abort them if it appears that 
friendly troops may be endangered, or for the safety of the CAS aircrew. The CAS abort 
procedure can use the "challenge-reply" method to authenticate the abort command, or 
may be briefed as "in the clear " During the CAS check in briefing, the flight lead gives 
the JTAC/FAC(A) a challenge code for use with his flight only, The JTAC refers to his 
authentication document, finds the reply, and notes but does not transmit it. Hie reply 
'letter' becomes the "abort code/ 3 If no abort code was briefed, then the CAS attack is 
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aborted by simply transmitting:-*^^ ABORT 35 (see Figure V-]5). The 

JTAC/FAC(A) may elect to uM#lf ^^^@ :P a ^ $ 0T ^ aircraft under his control in 
situations where multiple ffi^^^^^^ft with multiple abort codes would be 
problematic. In such cases the : ^ ^^ A^Aj needs to state this nonstandard procedure 
during the situation update and estSbjishJfrie co~de H 




riQlffB V*;To. ADOft Uaif Illustration 



(4) Brevity. A brevity code is a single word or phrase that does not provide 
security but shortens the message rather tliaii concealing its content, Using brevity eases 
coordination and improves understanding in tactical communications since brevity codes 
have only one meaning. In periods of communications jamming, brevity is required to 
"get the message across" sincet^ be minimized. CAS players should 

always use brevity for clearer See Figure VM 6 for a 

m of CAS related brevity cod^^S ~ - MCRP 3-25B, NTTP 6-02J, AFTTP(I) 
3-2.5 Brevity, MultiService Brevity Cycles for a complete list of all multi-Service brevity 
codes. 



k Battle Damage Assessment 

(1) BDA is used to update the enemy order of battle, Accurate BDA is critical 
for determining if a target should be reattacked. In a high-threat environment, BDA may 
be difficult to judge. There is no simple answer as to who is in the best position to 
determine BDA. Aircraft and JTACs have different capabilities based on experience, 
weather, terrain, weapons employment techniques, and enemy actions when assessing 
BDA. BDA is crucial in determining mission effectiveness, enemy disposition, and 
realtack requirements, BDA will be difficult to ascertain in a high threat environment, 
but the difficulty can be mitigated by integration of JIPOE early in the planning process. 
This assists in developing an appropriate mix of ISR assets thai maximizes collection and 
exploitation potential. Determination of who reports or collects BDA within a given 
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Pages 1 through 10 of 1 1-009 BOB and Death of Rast - Smith - part 1 1 is redacted under FOIA exemptions (b)(1)!. 4a, (b)(1)!. 4b, (b)(1)!. 4d 







19 April 2011 



MEMORANDUM FOR THE RECORD 



Subj : 



SWORN STATEMENT ICO TECHNICAL 3 ERSE ANT 



(b)(3), (b)(6) 



OSAF r 



REGARDING THE COMMAND 3 S VE S T I GAT I GN INTO THE FRXEWDLY FIRE 
INCIDENT THAT OCCURRED OM 6 APRIL 2011 m REGIONAL COMMAND- 
SOUTHWEST (RC-SW) 

X, On 19 April 2011 at 1641S 1 swore Technical Sergeant (b)(3), (b)(6) . 
(b)(3), (b)(6) , U3AF f via telephone, :o his 18 April 2011 statement, which 
consisted of twenty pages and was submit red via SIPR e-mail to Colonel 

(b)(3), (b)(6) , 0SMC / investigating officer for the above subject 
investigation, 

2. At "he time of the swearing, I was located ar Camp Leatherneck, 
Afghanistan, and Technical Ssrgsam: (b)(3), (b)(6) was located at March Air 
Reserve Base in California - 



(b)(3), (b)(6) 




Command Investigation Legal Advisor 



— : 
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WITNESS STATEMENT 


(b)(3), (b)(6) 




(b)(3), (b)(6) 


Namu 




Social Security Number 








Position 




Organization 


(b)(3), (b)(6) 






Address {Home or Office) 






(b)(2) 




(b)(2) 


OiTice Phone 







1 5 (b)(3), (b)(6) , hereby make ihe following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 APRIL 
2011 IN REGIONAL COMMAND-SOUTHWESI^ (RC-SW) (AFGHANISTAN) : 

SEE ATTACHED VERBATIM TRANSCRIPT OF MY TELEPHONE INTERVIEW 
WITH THE COMMAND INVESTIGATION TEAM OF COLONEL (b)(3), (b )( 6) WHICH 
TOOK PLACE ON 14 APRIL 2011 AT 1516 ZULU THIS TRANSCRIPT IS 
COMPRISED OF 20 PAGES, I ADOPT THIS TRANSCRIPT AS MY STATEMENT, 

I swear (or affirm) that the information in the statement above and on the 20 attached page(s) is 
true to the best of my knowledge or belief 

(b)(3) - (b)(6) j'Sft^L. 2^\k 12^>5 r£ T 

(Dale) Time 

Sworn to before me this date. 



( Signature of Officer Authorized to Admin ister Oaths per An. 13 6, UCM J) ( bs ic) T t:n e 
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TSGT (b)(3), (b)(6) INTERVIEW— Teleconference verbatim Transcript 
Interview Means : VOSIP 

Pate /Time : 14 April 2011, 194S { Afghanis tan) /151G Zulu 
Participants/ hoc at i on : 

-Col (b)(3), (b)(6) USMC, Investigating Officer (Camp Leatherneck, 

A?G) 

-Major (b)(3), (b)(6) , USMC, Deputy Investigating Officer (Camp 

Le at ha rne c k , AFG ] 

-Capt (b)(3), (b)(6) , USAP, Subject Matter Expert (Camp Leatherneck, 

AFG) 

-Major (b)(3), (b)(6) , USAF, Subject Matter Expert {Camp Leatherneck, 

AFG) 

-LtCol (b)(3), (b)(6) , USMC, Command Investigation Legal Advisor 

(Camp leatherneck, AFG) 

-TSgt (b)(3), (b)(6) , USAF, CA WSG, Mission Intelligence Coordinator 

(MARCH Air Reserve Base, California) 

SOBJECT OF THE INTERVIEW : COMMAND INVESTIGATION IltfTO T£E FRIENDLY 
FIRE INCIDENT THAT OCCURRED ON o APS.IL 2 011 IN REGIONAL COMMAND- 
SOUTWEST (RC-5W) 

COL (b)(3), (b)(6) : Good morning, Tech Sgt (b)(3), (b)(6) r it' s Col (b)(3), (b)(6) talking to 
you from here in Afghanistan. I think you're probably aware of our 
charter but what I've got in the room here with me is a group of 
fellows that have been assigned as the investigative team concerning 
the he 11 fire strike conducted by v (b)(i)i.4a " on April the 5 tft . So, 
what were going to do today is have a discussion with you about your 
function in that process, Then, ac the end of that we'll ask you to 
write a statement. Were recording on this end then we'll share that 
recording with you in order to help you put together your written 
statement. Then, we'll ask you to sign that written statement that 
pretty much mirrors what were going to talk about here in the nejct few 
minutes on the phone- That will then be your sworn, truthful 
statement that you'll submit as part of this investigation that 
articulates what you know as your role in this, okay? 



— 
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TSGT (b)(3), (b)(6) INTERVIEW - - Teleconference verbatim Transcript 

14 April 2011/151SZ 

RE: COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON 5 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST {RC-SW} 

TECH SGT (b)(3), (b)(6) Yes t sir, I understand. 

COL (b)(3), (b)(6) : Okay, I'm Col (b)(3), (b)(6) t if', 3. Marine Corps Infantry 
Officer? I'm the senior man for uhe investigative team. In the room 
with me we've got LtCol (b)(3), (b)(6) who j b p Marine Corps legal Advisor 
Judge Advocate. I've got Major (b)(3), (b)(6) , Marine Corps Aviator, who is 
part of the team. I've got two Air Force Officers here with us, Major 

(b)(3), (b)(6) ■ and Captain(b)(3),(b)(6;) they'll be doing most of the talking with 
you. The rest of us will be in the room listening and chiming in 
where we feel thac we need to. That will be everyone that will talk 
to you today. Like I said, were going to take you through a series of 
a few questions. Then, some of us may chime in with additional 
questions along the way if we don't understand something. At any time 
you're welcome to let lis know if something comes to your mind that yon 
feel you need to add, okay? 

TECH SGT (b)(3), (b)(6) ; Understood. Yes, sir. 

COL (b)(3), (b)(6) : Okay, any questions for trie before we get started here? 
TECH SGT (b)(3), (b)(6) : No questions, Sir, 

COL (b)(3), (b)(6) : Okay, thanks much. I'm going to turn you over to Captain 

(b)(3), (b)(6) 

CAPTAIN (bp), (b)(6) Hey, good morning, Sgt (b)(3), (b)(6) - This is Cap tain (b)(3), (b)(6) 
can you hear me okay? 

TECH SGT (b)(3), (b)(6) : I can hear you, Sir, Good morning. 

CAPTAIN (b)(3), (b)(6) Okay, good, As the Col said I'm going to be doing most 
of the questions. These guys will chime in as appropriate. If at any 
point, during any of these questions, you don't understand what I'm 
saying or you'd like more clarification don't hesitate to interrupt 
me j alright? 

TECH SGT (b)(3), (b)(6) i Understood . 

CAPTAIN(b)(3), (b)(6) Okay, so before we get started can you give us a little 
background on yourself your ASFC , how long you 7 ve been doing this, 
your crew position? 

Pag© 2 of 20 
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TSGT (b)(3), (b)(6) INTERVIEW- -Teleconference Verbatim Transcript 

It April 2 011/1516" 

R3: COMMAND INVESTIGATION INTO TELE FRIENDLY FIStE INCIDENT THAT 
OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) 



TECH SGT (b)(3), (b)(6) : Yes, Sir, I've Lad approximately 11 yrs Intel 
experience. I've been a 1N0 for the ertins time. I hold a seven 
level- I've been a mission intelligence coordinator since December of 
2009- I've been on orders pretty much continuously for the last 18 
months supporting this mission. Prior to that, I served on active 
duty* X 1 ve complete three combat tours; two in Iraq. 

CAPTAIN (b)(3), (b)(6} Okay. Good, I'm a former IND myself so I definitely 
know where your coming from. Can you give us, in your own words, take 
a few minutes and give us a synopsis cf events to the best of your 
recollection during n (b)(i)i.4a " on the 5 th and 5 th of April. 

TECH SGT (b)(3), (b)(6) ; Yes, Sir. Just to advise you, 1 will be referencing 
some notes that I took and submitted for my official statement 
yesterday, Sue, I will read from that and also include that in the 
statement that Co 1(b)(3), (b)(6) provided, 

CAPTAIN(b)(3), (b)(6$ Okay, roger that. 

TECH SGT (b)(3), (b)(6) : Starting off chronologically, looking at the chain 
of events we had placed Tech Sgt (b)(3), (b)(6) , the trainee in question, 
on (b)(i)i.4a p He was at 4 hoxirs of saa: time that he had completed 
during his MQT, mission qual training. He was placed in that 
situation to build hours and mission experience , He had already 
completed the day prior a mock evaluation which he performed well and 
scored satisfactorily. The following day he was doing a proficiency 
ride just to build additional experience waiting for his eval and the 
evaluation to take place. Again, Tech Sgt (b)(3), (b)(6) had 40 hours of 
mission time and he was sitting there. Although he was not combat 
mission ready and he was not certified at the time the mission 
occurred. I was his assigned trainer and the Senior Mission 
Intelligence Coordinator was Lt (b )(3), (b)(6) . She and I were both in the 
predator operation center at the time of the event, Teoh Sgt 

(b)(3), (b)(6) was working the mission; lie had been working it for 
approximately an hour maybe more. I was sitting behind him at the 
other mission commander work station that we have and the SMIC station 
was to my right. We were working on his training records with the 
SMIC at which time, approximately 0412, Tech Sgt (b)(3), (b)(6) 
correction, the SMIC and I noticed the mission was escalating. At 
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TSGT (b)(3), (b)(6) IWTBRVISW- -Teleconference Verbatim Transcript 

14 April 2G11/1516Z 

RE: COMMAND INVESTIGATION INTO THE FRIENDLY FIRS INCIDENT THAT 
OCCURRED ON 6 APRIL 2 011 IN REGIONAL COMMAND- SOUTHWEST {RC-Sw} 



that time, he turned around and asked for assistance- He had 
responded that they had observed muzzle flashes in the field of view 
and a S line was being passed over the radio. Both, -myself and frt 
(b)(3), (b)(6) , approached the MC station and assessed the situation. At that 
time, I determined we needed to complete the hellfire checklist. The 
pre-employment checklist was complete and we snood by awaiting the 
instructions from the JTAC. At that time, the kill chain command was 
P^lSctS into the room and we were awaiting ground commander's call 
sign. To side note, I was connected cn to a splitter cable with the 
headset that was on call at than time with Tech Sgt (b)(3), (b)(6) - He 
and I were both at the MIC Station at that cime. The SMIC and I asked 
the trainee if he had observed the muzzle flashes and the direction of 
fire. The trainee stated the direction of fire was towards the 
convoy. I then instructed the MSA who was SSgt (b)(3), (b)(6) to bring up 
google earth which is % SA tool that we use to kind of orient which 
direction the IStStSU is looking at on the MSA station to assist M 
locating the friendly forces on the route 611. At the same time, the 
SMIC, Lt (b)(3), (b)(6) , brought up the FtfV feed on playback and was going to 
reconfirm that. She went back to her station to do that. I stayed up 
at the MC station with (b)(3), (b)(6) ■ We worked that mission together. 
At that time, we realised we had to put together the checklist and 
prepare for weapons deployment. We were aware by taking our initial 
assessment that Bzt- had make calls in the room at ffitS* stating three 
friendlies in the field of vie^ r followed by a person shooting to W 
indicating west, followed by disregard, followed by not friendlies, 
and followed by unable to discern who persons are. At that time, the 
MC put in possible muzzle flashes who were passed by the screener. We 
went into 0412, that's when we approached the station; the (b)(i)i.4a 
was established and we waited to ground, commander ' s call sign. In a 
situation such as this, it's a trust ^ verify. We immediately went 
to bring up our shared screen which is shared with our air crew aaad 
the GCS to bring up our Google earth feed. At that time, they were 
using (b)(i)i.4a view with the PRZD Tool. It was at that time that the 
pilot went ahead and indicated he needed (b)(i)i.4a view. At which -point, 
I turned and requested immediate support and said we need to have 
Google earth up; we need to located and get SA on the situation. 
While we were doing that we were also running our checklist for 
employment:. At approximately D41B, the ground commander's call sign 
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TSGT (b)(3), (b)(6) INTERVIEW- -Teleconference Verbatim Transcript 

14 April 2011/1516Z 

BE: C0MMM5D INVESTIGATION INTO THE FRIENDLY PISE INCIDENT THAT 
OCCURRED OH 6 APRIL 2011 DT REGIONAL COMMAND- SOUTHWEST (RC-SW) 

was brought across on the radio. It was noted again in chat that we 
began to run our dynamic hell fire run* check list and verify our 432 nd 
strike execution checklist. We began scanning the METADATA for 
hellfire employment procedures! LRD firing wi^riin the WE£5, and our 
lifoo-^incfg was within limits. At that point:, we began lazing, arrival 
time of flight 17 seconds, splash, zooming out for SDA. DGS came in 
with persons heading west with crosshairs. We then cancelled the kill 
chain at 0423. DOS requested to go EO. We- reported negative, we were 
looking for squirters, We were doing chat at fft which we had a better 
field of view, Apparently I wasn't on seat, but EG attempted 
previously and due to the shade of the tree line they were unable to 
see in the shadows there. The sensor -made than determination to scan 
and we instructed DGS to provide call outs when needed. At 042 it 
was determined that the event with a possible fratricide from the JTAC 
via communications. 513, we remained eyes on the impact area while 
blue forces were securing it- Before that was occurring we noticed two 
individuals coming down a path. We made attempts to contact the JTAC 
to let them know that the individuals were still there possibly with 
weapons. Going back to the section of which the mission was 
escalating and we approached the station we noticed - after kill team 
was put in there the screener from DGS had to come in on a whisper 
indi eating that the direction of fire - reiterating the direction of 
fire as they had put into the main room. It was at that moment that 
we needed to verify that and we instructed our crews to do that. 
Both, Tech Sgt (b)(3), (b)(6) and myself, started reviewing that 
information. We realized that the information in the main room was 
already there, Again, we went back to a trust fee verify situation 
and we asked DGS to go ahead and check the coordinates , Looking back 
on the whisper there was some mis communication when we asked for the 
distance. It was actually - I meant to say direction. We concluded 
those whispers and we continued to load shed that information. Our 
MSA was supporting bringing up the Google earth, our SMIC was bringing 
an the feed to rewind and we were running the hellfire checklist. 
That's all I have at this time for the events as I recall them. 

CA?7AIN(b)(3), (b)(6? Okay, Thanks a lot, (b)(3), (b)(6) . That was very 

comprehensive. That was good, I appreciate that. We're just going to 
run through a couple of questions here jusc bo we can get a little 
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TSGT (b)(3), (b)(6) INTERVIEW- -Teleconference Verbatim Transcript 

14 April 2Q11/1S16Z 

RS: COMMAND INSTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON € APRIL 2011 IN REGIONAL COMMAND -SOUTHWEST (RC-SW) 

more background on your mission qualifications at the position of MIC. 
In your best approximation, how many hours do you have in that seat 
and how many, in your best approximation, how many missions have you 
flown in that seat? 

TECH SGT (b)(3), (b)(6) : Sir, I would have to admit I have over 1,000 hours, 
As far as number of actual seat rides I couldn't tell you, 

CAPTAIN (b)(3), (b)(a) Okay, You J ve get plenty of experience in the 
Afghanistan theatre, correct? You've done many missions? 

TECH SGT (b)(3), (b)(6) : Correct, Sir. Yes, I do. Yes, I have. 

CAPTAIN ( b)(3),(b) ( 65 Have you ever worked with this particular unit before? 

TECH SGT (b)(3), (b)(6) : Yes, Sir, I had. 

CAPTAIN (b)(3), (b)(6) Considerable experience with those guys? 

TECH SGT (b)(3), (b)(6) 2 I wouldn't say considerable, I'd say probably six 
or seven missions within the last three weeks that I recall. 

CAPTAIN(b)(3), (b)(6$- Specific to hellfire drops ho* many have you been 
involved in? 

TECH SGT (b)(3), (b)(6) ! Zero - 

CAPTAIN(b)(3), (b)(65 This was your first? 

TECH SGT (b)(3), (b)(6) : Correct. I've beer; involved as a backup MC. I've 
been involved as a shift supervisor hut as the primary mission 
intelligence coordinator on the seat I have not employed a hell fire up 
to this point . 

CAPTAIN(b)(3), (b)(69 Okay. Thank you for that. Just real quick, can you 
run us through what you consider to be your sources, reference 
documents , any SOPs that yen use specific regard to mission 

execution of Predator ops r kill chain ops, assessments and PID? 

TECH SGT (b)(3), (b)(6) : Yes, Sir. We use primarily electronic checklist 
that's located on the MC station there. It pretty much runs us 
chrough the steps of - I'm sorry I don't have nn& in front of me here. 
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The checklist is designed to primarily get us through a pre-employment 
and a run in dynamic situation. These steps are pre-^y much the run 
through making sure that the data parameters are within limits , 
collateral damage, and weapons employment- F tfe back up the air crew at 
that point, 

CAPTAIN(b)(3), (b)(6) Okay. So, that's an internal check list that's 
specific to - is that (b)(i)i.4a ? Is that specific to just in general 
predator operations? 

TECH SGT (b)(3), (b)(6) j To my understanding yes , Sir. (b)(i)i.4a is designed 
as a way to indicate dynamic situations occurring and to minimize the 
unnecessary chat in the room - that's not mission related. 

CAPTAIN (b)(3), (b)(6) Okay. Do you ever reference nhe 3-1? Are you familiar 
with that document as well? 

TECK SGT (b)(3), (b)(6) : I'm familiar with nhat document, yes. 

CAPTAIN(b)(3), (b)(6) Okay. Good enough. On the 5 th and 6 =h of April, do you 
remember what time you came on shift? 

TECH SGT (b)(3), (b)(6) : Approximately 2 Q ! clock in the afternoon, Pacific 
Time . 

CAPTAIN (b)(3), (b)(6? Okay. Approximately how many hours had you been on 
that particular mission before you got called over by (b)(i)i.4a to look 
at the friendly convoy? 

TECH SGT (b)(3), (b)(6) : Reviewing the chat reed, I can't say for certain. 
All I can note is that 03 56 is when the 2 Recon. arrow came over and 
said stand by (b)(i)i.4a and (b)(i)i.4a for work, I J m going off of 
estimates, I think about an hour maybe an hour and a half, lie had 
transited for about an hour and a half. So, I don't believe we were 
working with them maybe an hour. We were doing route scans prior to 
that, Sir. 

CAFTAlN(b)(3), (b)(0) Okay. Good enough. You indicated that you were the 
trainer for Sgt (b)(3), (b)(6) ■ So, just for everyone in the room can 
you tell us where exactly you were in relation to Sgt (b)(3), (b)(6) when 
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vcu were called over - when (b)(i)i.4a was called over by (b)(i)i.4a 
monitor the friendly convoy? 

TECH SGT (b)(3), (b)(6) i Yes, I was directly behind him at another work 
station. I would say an approximation six feet. I was at a distance 
where - in a chair sitting ride behind him review his training records 
that "he had. The SMIC station was right next to me, Lc (b)(3), (b)(6) was 
about five or six feet to the side. We had clear view of the over 
head projector which throws the sensor information on a large wall on 
the predator operation center floor. So, I was within proximity of 
him. 

CAPTAIN (b)(3), (b)(6) Okay. Were you also up in chat as an instructor? 

TECH SGT (b)(3), (b)(6) : No, I was not, The chac :cas located on the -FMe 
Station. The station which I was at was In Op. It's a testing 
station that doesn't have - it's used foretasting , evaluation and 
stuff but it was m Op at the time. The Wm station which Lt (b)(3), (b)(6) 
was at had the full chat information up. We were both in proximity of 
* firr ( b M3) (b)(6) **** T^netfL <vt * v^-s m c^w«>e nAWk 

LIT (b)(3), (b)(6) i£ IV^w^tr*- &V«_vw^ wp ^ 

CAPTAIN (b)(3), (b)(6) So, I guess at that particular time when 

know you've looked at the chat logs and all that - when 

called (b)(i)i.4a to monitor the convoy at that time, did you have good 

situational awareness on that particular mission at that particular 

moment? 

TECH SGT (b)(3), (b)(6) : No, I did not. 

CAPTAIH(b)(3), (b)(6) Okay. You mentioned earlier in your statement that I 
think at 0412 Zulu, thereabouts , that's when you were actually called 
over by Sgt (b)(3), (b)(6) ? 

TECH SGT (b)(3), (b)(6) t That's correct, Sir, 

CAPTAIN (b)(3), (b)(6) So, then there's a couple of minutes before that and 
you mentioned in your statement earlier that the DGS Indiana had come 
in and there was some confusion in chat. They originally called out 
friendlies, then no not friendlies, and then unable to discern who the 
personnel's were. You had not been called over before when DGS 



Page S of 20 







ENCLOSURE 22 
10 OF 24 







TSGT (b)(3), (b)(6) INTERVIEW — Tel econf erence Verbatim Transcript 

14 April 2011/1B16Z 

RB : COMMASD IMTVESTIGATXON INTO THB FRIENDLY FIRE INCIDENT THAT 
OCCURRED Oft 6 APRIL 2011 IN REGIONAL CO!#iAND™ SOUTHWEST (RC-SW) 

(b)(i)i.4a put into the chat room that personnel were shooting west, 
correct? 

TECH SGT (b)(3), (b)(6) ! Correct, 

CAPTAIN (b)(3), (b)(6) Okay, So, you were called over by Sgt (b)(3), (b)(6) , he 
got over there about 0412, at that peine did you kind of take a quick 
glance at the chat and get familiar with the mission? 

TECH SGT (b)(3), (b)(6) : Yes, Sir, I did. 

CAPTAIN (b)(3), (bKQ) So you had a chance to review the all of that exchange 
between the DGS and Sgt (b)(3), (b)(6) ? 

TECK SGT (b)(3), (b)(6) : Yes, Sir, I did. 

CAPTAIN(b)(3), (b)(6) Okay- Were you standing with Sgt (b)(3), (b)(6) when he 
posted chat of possible muzzle flashes? 

TECH SGT (b)(3), (b)(6) : I don't believe I was. I can' t recall. 

CAPTAIN(b)(3), (b)(6| Okay, No worries, understandable. So, he posted in 
chat that he saw possible muscle flashes, Then, you indicated earlier 
here that you spoke with him, he said he observed the muzzle flash and 
he observed the direction of fire to be firing towards the convoy r 
correct? 

TECK SGT (b)(3), (b)(6) : Correct. 

CAPTAIN(b)(3), (b)(6> Okay, We didn't see anywhere in chat where that 
particular bit of information was relayed to the DGS, the pilot t the 
sensor op, the JTAC or ground force commander . Was that bit of 
information that the MIC saw the muscle flashes and that he saw them 
appearing to be directing towards the convoy. Was that information 
relayed in any other means? 

TECH SGT (b)(3), (b)(6) : Not to my knowledge, 

CAPTAJN(b)(3), (b)(6$ okay . 

TECH SGT (b)(3), (b)(6) : when I approached him at that point in time it was 
clear there was a lot of information flowing. My comments to him, 
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which I repeated twice, was, need to make sure we get this correct. 
We need to make sure we get this right . That ' s when Lt (b)(3), (b)(6) went 
back to the SMIC station to review the feed and verify that 
information. What my assessment on chat si man ion was that the blue 
forces were not in any mapping system that he had. My take on the 
situation was that the falcon view was insufficient to provide that 
orientation of the direction as well as the route* There fore , I took 
into question whether or not he knew exactly that it was a trust 
verify and chat's exactly the steps that we took after that. % wasn't 
confidence as a trainer that in was clear information that he was 
providing me. I had to go from a - £0 affect very quickly and in 
doing so we went to the next step which was to try and ascertain that 
information. 

CAPTAIN(b)(3), (b)(6$ Okay, I understand, it was a dynamic situation and it 
happened very fast. £*s$ certainly not asking you to second guess 
yourself now but you stated that you made the comment two different 
times that we need to get this right, ws need to get this right. At 
any point during those couple of minutes, did you feel that it was 
necessary to remove him from that chair and take over that mission? 

TECH SGT (b)(3), (b)(6) : The split decision that % made on that based on the 
SMIC being right there is that I did not remove him from the situation 
entirely. But, yet assisted him, plugged in to the headset, had 
access to the keyboard, had access to the station there, he had more 
SA of the situation. I did not. Therefore, I made the decision at the 
time that removing him could potentially degrade the situation even 
more, I had not observed the muzzle flash, he had. He appeared at 
the time to have information on the direct: ion and orientation, I did 
not. That's when I started questioning him and getting more 
information, trying to determine what was going on, but not remove him 
entirely from the situation. 

CAPTAIN (b)(3), (b)(6) Okay. Fair enough, That answers the question. I 
appreciate it. Going back to the muszle flash, you said after that 
you started reviewing the feed, yourself and the Lt to 'reconfirm the 
information passed by DGS Indiana. Was your assessment after you guys 
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went back and did the review that the direction of fire was still 
towards the convoy? 

TECH SGT (b)(3), (b)(6) No, Sir. When the Lt was looking at the feed r she 
was not able to get the feedback reviewed in time. I was not doing 
that part, I was going- on checklist - l-'m sorry, I forgot the last 
part of your question. 

CAPTAIN (b)(3), (b)(69 No worries let me just repeat it. So, Sgt (b)(3), (b)(6) 
indicated to you that he saw the muzzle flash and he indicated to you 
that the best he could tell his assessment was that the direction of 
fire was going towards the convoy. After that, I've got indications 
from your statement that says you guys went back and reviewed the feed 
to reconfirm the information passed by DCS Indiana talking about the 
convoy. The direction of fire according to HQS Indiana was going away 
from the convoy towards the west. So, after you guys went back and 
reviewed the feed, was your assessment still that the direction of 
fire was going towards the convoy? 

TECS SGT (b)(3), (b)(6) - No, Sir. We never made an assessment because we 
never had a chance to review the feed. I never had a chance to get 
the report back from the Lt that the feed had been reviewed. In 
addition to that, we had made an attempt to bring up our mapping 
software that would orient the sensor - orient the map to the 
direction of the sensor ball in order to put the route 611 in the 
field of view. The pilot sadd he couldn't do that, he needed the 
system for whatever referencing he needed, We went over to the MSA 
station requesting that they do the same and they weren't able to get 
that information up in time. 

MAJOR (b)(3), (b)(6) : This is Major (b)(3), (b)(6) j I was just going to ask you a 
question about that? The monitor that you were attempting to use for 
Google earth, was that the shared monitor in the GCS for the pilot as 
well? 

TECH SGT (b)(3), (b)(6) : Yes, Sir, it was. 
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MAJOR (b)(3), (b)(6) : Okay, so that's why you wanted to use it to check it 
out but the pilot wanted to put the falcon view back up so you put tne 
falcon view back up? 

TECH SGT (b)(3), (b)(6) : Yes, Sir, 

MAJOR (b)(3), (b)(6) : Okay, copy. 

TECH SGT (b)(3), (b)(6); We have a station chat sirs in between our other 
line it's a MSA station. It has a projector as well and that's when I 
directed the MSA to bring up Google earth, quickly orient it, get on 
the target area and make that determination. But I was not able to 
confirm any of that information, Sir. 

CAPTAIH(b )( 3), (b )( 65 Okay. So, just to make sure were all on the same page 
you guys were not able to go back and review the feed to confirm the 
assessment of Sgt (b)(3), (b)(6) ? 

TECH SGT (b)(3), (b)(6) : That J s correct. 

CAPTAIKT(b)(3), (b)(6) Did the assessment made by BGS Indiana that the 
personnel were shooting towards the west, was that relayed at any 
point to the pilot or sensor operator? 

TECH SGT (b)(3), (b)(6) ; No, it was not. 

CAPTAIN (b)(3), (b)(6) Okay. I appreciate that. 

TECH SGT (b)(3), (b)(6) * I'm sorry, Sir, are you saying in the whisper? 

CAPTAIW(b)(3), (b)(6) m t I'm 3 ust talking about the main chat window when 
they put the initial thing saying personnel shooting towards the west. 

TECH SGT (b)(3), (b)(6): I can't speak for that because I wasn't on headset 
at the time that occurred. Unless 1 go back and listen to the video I 
can't recall if that was passed via headset- All I know is that 
information was passed in the main room. 

C&PTAI»(b)(3). (b)(8) Okay. I think that's fair enough. So, at 0413 Sulu - 
go ahead. 
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TECH SGT (b)(3), (b)(6) \ I'm sorry. Sir, The last part, we weren't 
myself, the SMIC and the MSA were not able to confirm where the 
friendlies at - their location was from ^hafc area, 

CAPTAIN (b)(3), (b)($ Okay . 

TECH SGT (b)(3), (b)(6) : So f essentially, we had the feed, we had the 
direction; we had the orientation - what 1 was mentioning early is 
that when we went up to assess the situation, I, the MIC, was unable 
based on what was on the screen provided, nothing was plotted, nothing 
was brought up on falcon view at which the speed this took over - 
nothing was plotted. Therefore, I had no SA to make that 
determination which prompted us to make the trust -te verify situation 
go into effect with the MSA and delegating that to the folks we had 
available to" start processing that and gei: that information, 

CAPTAIN(b)(3), (b)(6) Okay, Just for everyone in che room can you please 
explain the trust and verify that you referred to? 

TECH SGT (b)(3), (b)(6) s Yes, Sir. If s an aircrew term that folks get used 
to using , That you can listen to what someone says but you still want 
to make sure for yourself and in this situation it's this and 
especially with a trainee. Even though he was at the end of his 
training portion, he was still a trainee. Walking up to the station, 
not taking his word and still going through the motions to make sure 
the information is correct. Even though the information was posted in 
the main room, it said disregard, it was unclear at best in the main 
room. The attempt with the whispers with DGS Indiana and our attempt 
to coordinate with them by saying double check your coordinates, 
double check your -it says distance but it was misspoke, it was 
direction. That was - that time frame was what we were all working 
towards in order to get that information determined. 

CAPTAIN (b)(3), (b)(6) Okay. Good. So, well go bsck to the (b)(i)i.4a posted 
that was posted at 0413 Zulu, it was Sgt (b)(3), (b)(6) zhat posted that 
into chat, correct? 

TECH SGT (b)(3), (b)(6) s Correct, he was typing at that time. 
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CAPTAIN (b)(3), (b)(9) Okay, As a combat mission ready guy can you explain to 
us the process that you guys go through BM far as when you are going 
to call (b)(i)i.4a and why specifically he put it in there at the time 
that, he did? 

TECH SGT (b)(3), (b)(6) : He entered (b)(i)i.4a because the checklist 
determines that you put (b)(i)i.4a in once a 9 line has been sent and 
that the situation is turning dynamic. 

CAPTAIN (b)(3), (b)(6) Okay, So, you received a 3 line as soon as able you 
put (b)(i)i.4a into the window? 

TECH SGT (b)(3), (b)(6) : Yes, Sir. 

CAPTAIN(b)(3), (b)(6) Okay, perfect. We'll ~ izz gc back quickly to the 
whisper between DGS Indiana and Sgt (b)(3), (b)(6) - Two minutes later 
after (b)(i)i.4a was put in there DGS Indiana whispered into chat 
again and they had posted it in the main room which we discussed . So, 
now they have it in a whisper. Personnel are shooting to the west and 
the convoy is to the east. At chat tiftfc*, now you indicated to me that 
you guys were not able to go back and review that. Did you guys agree 
with that assessment at that time? 

TECH SGT (b)(3), (b)(6) : I did not agree, although I couldn't verify it and 
that's why I asked Sgt (b)(3), (b)(6) to double check coords. They put 
copy- They said coords in the main rooTn to the guys we were looking 
at, they reiterated the coords. Then at 042C we put in that five 
minute time span - I don't know where the misspoke came from --the 
distance was off - I'm not sure it was meanr. to hit in that direction. 

CAPTAIN (b)(3), (b)(6) Okay . Gotcha . 

TECH SGT (b)(3), (b)(6) t Essentially, my recollection is Chat we weren't able 
to complete the train of thouglat they were working on the whisper. 
Our duty, our tasks pulled us. It seems unclear in the whispers 
because it's something we're trained not to address during a dynamic 
situation, When (b)(i)i.4a is in there we go to our checklist. We 
work the operation, we understand the intent of the whispers, I 
understand the importance of the whispers and we made an effort to 
start processing that information and verifying it,. 
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CAPTAIN(b)(3), (b)(6) Fair enough . So, definitely you understood that at 
least the DGS by going into the whisper they understand they' re 
supposed lo stay out of the main room. By bringing- chat up in the 
whisper you guys did nake that to be a concern. That hey these guys 
are firing towards that way and you guys had not been able to see that 
in your reviews so it is something that like you said that you 
started to address with a compressed timeline with the 3 line coming 
and the strike only moments after that . Is it fair to say then that 
there was just not enough time during that time to review all that at 
that point? 

TECH SGT (b)(3), (b)(6) ; Yes. Sir. That would be my assessment. We did not 
have essentially enough time to get those systems up in conjunction 
with not being able to use the system that we normally use which is 
our shared screen that we have the program up and running it - 

CAPTAIN (b)(3), (b)(8) Okay. Again, so back to the whisper one last time, I'm 
sorry, bare with me, When they put tnat in there was only a few 
minutes after that but was the information that they passed in that 
whisper, was that relayed at any point to the pilot, the sensor 
operator, JTAC or the ground force command that the DGS said the 
personnel were shooting west and the convoy was to the east? 

TECH SGT (b)(3), (b)(6) ; No , Sir, I don't believe it was. 

CAPTAIN(b)(3), (b)(6j Okay. Finally, Sgt (b)(3), (b)(6) typed in *the distance is 

off" into the chat. According to his statement he said that you 

directed him to put that into the window as distance is off P correct? 

TECH SGT (b)(3), (b)(6) j Correct. 

CAPTAIN(b)(3), (b)(69 Looking back it's just you misspoke? 
TECH SGT (b)(3), (b)(6) : It was a misspoke. 
CAPTAIN (b)(3), (b)(6) Okay, I understand. 

TEC>: SGT (b)(3), (b)(6) ■ Essentially, \ m re tryi-g fee is when I 

said double check coords and Sgt (b)(3), (b)(6) put that in there our 
effort was to get them to verify where the convoy was it f verify where 
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they were at. What our effort was to get them to explain, okay where 
do you see the convoy at, where do you see them at f and where do you 
see the direction at? and the direction was oft and that was the 

last we spoke to them for 11 minutes after chat, At approximately, at 
that time 0420— correction 0419, we received the ground commar.der' s 
call saying that at 0420 we were lazing. We were shifting back to our 
emp 1 oymen t p r o c e dure s . 

CAPTAIN (b)(3), (b)(6d Okay, understand- So, after the strike had occurred 
and once they had got to some degree of certainty that there was a 
possible fratricide event, did you guys change out the crew at all at 
that point or did the crew that was there stay on? 

TECH SGT (b)(3), (b)(6) i I made the determination to remove Tech Sgt 

(b)(3), (b)(6) completely, I unplugged him from the headset. He was 
standing to the side at that point. To give you a rundown we use a 
foot pedal pretty much as a push to talk. I had him removed from that 
and asked him to step hack? I took the mission over at that time 
completely, he was out of the picture entirely and we asked him to go 
back and work with the SMIC on getting some details. But, essentially 
we were removing him from that environment . I continued to work the 
mission for the next hour and a half, 

CAPTAIN (b)(3), (b)(6) Okay. So , you were removing him for his well being 
more than anything else, correct? 

TECH SGT (b)(3), (b)(6) ■ Correct, Sir. 

CA?TAIN(b)(3), (b)(6) Okay. Then, just a couple more questions from me. 
After the mission was over and it was tne end of your shift , did you 
guys do any sort of debrief at all? And if you guys did that, did you 
discuss any lessons learned, anything that you guys thought you could 
have done a little better? 

TECH SGT (b)(3), (b)(6) : We did a debrief, sir. We rewound the feed, we 
watohed the video, we had a chance-Z don't think any of us took notes 
specifically. At that time it was more of an initial look to see what 
had taken place. I personally did not take notes. I don't believe 
Tech Sgt (b)(3), (b)(6) cid as well. I can't say that we ' ve considered 
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it a lessors learned at this point. I knew that assessments are being 

requested. I guess the take from leadership at thi-s point is they're 

kind of letting the dust, settle and then we've all been asked to 

provide that but it hasn't been accomplished at this time. 

CAPTAIN (b)(3), (b)(6) Okay. I think that's good. Ycu've answered all my 
questions, Sgt (b)(3), (b)(6) . We're going to pa-ass for just a few seconds 
and kind of discuss. Please stand by for any follow on questions. 

TECH SGT (b)(3), (b)(6) ; Yes, Sir, 

[Pause] 

COL (b)(3), (b)(6) : Sgx (b)(3), (b)(6), Coi (b)(3), (b)(6) can you hear me? Sgt (b)(3), (b)(6) , 
you still there? 

TECH SGT (b)(3), (b)(6) \ Yes r Sir. I'm still here. 

COL (b)(3), (b)(6) r Sorry , hey you have anything further for us since we put 
you on hold for a bit, you got anything that came to mind that you 
want to add? 

TECH SGT (b)(3), (b)(6) i No, Sir. I have nc tiling more to add at "his time. 

COL (b)(3), (b)(6) : Look about the only question I Lave for you is — you 
obviously run a whole bunch of missions, have you ever run into 
something similar to this where chat bit of exchange between you ana 
the BG3 about trying to improve your SA and getting them to help you 
do 1 that. Has a situation like that ever came up with you before? 

TECH SGT (b)(3), (b)(6) ; It has , Sir. In different: environments and 
different situations there has been always a healthy exchange to help 
them clarify and provide clarity but never in a situation that 
occurred after a (b)(i)i.4a that I can recall or in a whisper like 
that during a (b)(i)i.4a The thing that comes to mind, Sir, I have 

had situations in the past where whispers have caused a great deal of 
delay or confusion because I am the only one that can see them. A 
mission of note we had where JTACS were passing whisper information to 
air crew leaving most of us and DCS out of the loop. Using chat as an 
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example where we were trained and conditioned in order uo not so much 
ignore them but address them as needed and press on with the mission. 

COL ( b)(3), (b)(6) i The whispers you mean, right? 

TECH SGT (b)(3), (b)(6) 3 Roger that, Sir. It's a situation degrading process 
that we're trained to do that when the whispers came up you just kind 
of sat for your training and identify. That's when we took the effort 
to get with them and try to develop that better SA, better situational 
awareness. The information that they were passing was conflicting 
with what the trainee was providing and having no hard evidence in 
front of ua to process that is in large part where the confusion took 
place, 

COL (b)(3), (b)(6) : Yeah, that makes sense to me. I would assume - or I 
guess I would ask you had the B line not been dropped when it was, 
would you have expected that kind of conversation that went to whisper 
would have 'continued in the main room about kind of trying to refine 
what everyone was talking about there with re spec - co which direction 
they were firing at all? 

TECH SGT (b)(3), (b)(6) : Yes, Sir. I'm confident that in my experience if a 
(b)(i)i.4a had not been put in there that DGS would have continued to 
post information in there as they have in numerous missions before 
this . 

COL (b)(3), (b)(6) i Yup, okay, I got it. Alright, anything else to add? 

TECH SGT (b)(3), (b)(6) : No, Sir- I have nothing more to add. 

LTCOL (b)(3), (b)(6) : Can we put him on hold one mors time. 

COL (b)(3), (b)(6) : Hold on just a second we have co talk for just a second 
and then I'll be back a~ you. 

[Pause] 

COL (b)(3), (b)(6): Hey, Sgt (b)(3), (b)(6) , Col (b)(3), (b )( 6) back with you, Is Tech Sgt 
(b)(3), (b)(6) and LtCol ( b)(3), ( b)(6)still near by you? 
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TECH SGT (b)(3), (b)(6) : I believe so, Sir. I'm in a closed office but I can 
check, I just wanted to add one more point in there. A3 I look the 
over the chapter and your questions - essentially, when looking at the 
main room and seeing that the direction of fire was established and 
the DGS came in with the not friendlies, followed by unable to 
discern. The mudding of the waters if you will compiled with the 
whispers, combined with no hard visual cues from our perspective 
essentially led to us prompting to double, double check our 
information. Those are the steps that took place and as the Captain 
mentioned we simply just ran out of time. 

COL (b)(3), (b)(6) : No , I got y ou . That is what I was going to finish up 
with, Sgt (b)(3), (b)(6). . Everybody in this process, you got guys on the 
ground, you got JTACS, you got men scattered throughout Afghanistan 
that are taking a look at this one and looking at things they could 
have done, should have done, wish they had done. In the end this is 
hard and it's a team effort to try and gain SA and share it. In the 
end, the guys on the ground are the guys that have no be responsible 
for that ultimate SA that tells them thac its safe for them to do 
what their about to do. So, in this case your JTAC had what he 
believed to be good enough SA to drop the 9 line. So, in our 
questioning it's really our endeavor to try and understand better what 
we all do and how we could do it better, Or is this just the fog of 
war. So, I don't want you to feel like in any of those questions or 
anything anyone is trying to lay fault out there. We're not at all, 
It's an endeavor to understand what has already taken place and figure 
out if there' s anything along the line that we can leam. It would 
really be bad if we didn't take the opportunity of an event like this 
to leam something out of it. 

TECH SGT (b)(3), (b)(6) : Absolutely, Sir, $ understand that completely, I 
simply can't imagine the position the ground commander and the T«JAC 
are in, I feel terrible for everyone. We replayed this 10 times in 
our head trying to figure out what quite went wrong and I guess that's 
really the struggle. If we can't pull lessons learned out of this 
like you said, which we all hope to do in clear, concise thought . I 
think that would be the only good that came out of this. 
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COL (b)(3), (b)(6) ; Yeah, you're exactly right, Trusc me everyone is 
pitching on that. The guys on the ground are, we are, everyone. The 
goal is to learn and be better at our profession. You know, we train 
to it and even when we fight we have to continue at it. Couldn't do 
what we do here on the ground absent of what you do for us at a 
distance. You know, but it's very critical. The men respect what you 
do, appreciate it, and it makes a big difference to how we fight I'll 
guarantee you that. So f guys on the ground know as much if not better 
how confusing and how hard this fight is. So, they have full 
appreciation for the fact that it's even harder when you r re at a 
distance and trying to see and gain SA for something that's confusing 
to the guy standing right in the midst of it. 

TECH SGT (b)(3), (b)(6) : Yes, Sir. I understand. It's tough. 

COL (b)(3), (b)(6) : Yeah, so we appreciate what you're doing there. So, keep 
up the good work we appreciate it. If you could do me a favor unless 
you have anything you want to add we will be done with you. I'd ask 
if you could bring Sgt (b)(3), (b)(6) your CO and then if your phone 
will go on speaker we want t:o talk unci ass for just a second. So, 
when you get them back in' there you can go ahead and bring it up on 
speaker if able so that we could talk to all three of you at the same 
time unclass. 

TECH SGT (b)(3), (b)(6) ; Okay, Sir, My understanding is I think the speakers 
might have been disabled on these phones but I will go ahead and grab 
those individuals at this time. 

COL (b)(3), (b)(6) ; Okay . 



Page 20 of 20 







ENCLOSURES 
22 Or 24 



PRIVACY ACT STATEMENT 



Name: < b )( 3 )- ^ 



Rank/Rate; "^O-^ 

Unit: l^teES 

Telephone number" _ ( b )( 2 > 

Today, /S APfeL . 20 n I acknowledge that t have received the following advisement 
under the guidelines of the Privacy Act 

Tilts statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform Individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY: 5 U.S.C. 301; 10 ILS.G, 972, 1201-^221. 2733, 2734-2734b v 2727, 5013, 5031- 
5036, 5131-5150, 5947, 8148, 7205, 7622-7623: 28 U.S.C, 1346,2671-2680: 31 U.S.C. 240-243, 3521- 
3521, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105: 42 U.S.C, 2651-2653; 44 U.S<C»3101; 49 
U.SX.1901. 

2. PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave, 

b . D ete rm i n ati on on d iscip I i nary or pu n Iti ve actio n. 

Determinations on liability of personnel for tosses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of navaf administration. 

g. Public Information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors 1 benefits; to Servicemen's Group Life insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such Investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings ,< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters^ The records are checked by or against the 
Government, and for use sn design and evaluation of products, services, and systenis_< The 
records are aiso furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4, MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2p, above:< 
Disclosure is voluntary.^ You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination wiH be based on all tho evidence in the investigation 
records^ If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation For purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence In the investigative record, which possibly might not support 3 favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above :< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation, 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2s, above: Disclosure is 
voluntary, but refusal to disclose the requested information could resuit in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. in any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a resuit of the investigation will be made 
on the bases of the evidence that is contained in the investigation record- 



(b)(3), (b)(6) 



i ituMic and date) 
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SEGFET 



WITNESS STATEMENT 



Name 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



Address f 1 Itjmc a: ( JfiiccJ' 

(b)(3), (b)(6), (b)(2) 



(b)(3), (b)(6) 
social ^ccurny new meet 

Organ t^aJior. 



(b)(3), (b)(6), (b)(2) 
Mubilc Phone 



1 5 (b)(3), (b)(6) hereby make the following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 APRIL 
20! I IN REGIONAL COMMAND-SOUTHWEST (RC-SW)(AFGHANISTAN): 

SEE ATTACHED VERBATIM TRANSCRIF1 OF MV TELEPHONE INTERVIEW 
WITH THE COMMAND INVESTIGATION TEAM OF COLONEL mo), (b)(6) WHICH 
TOOK PLACE ON 14 APRIL 2011 AT 1414 ZULU. THIS TRANSCRIPT IS 
COMPRISED OF 13 PAGES. I ADOPT THIS TRANSCRIPT AS MY STATEMENT. 



I swear (or affirm) that the information in the statement above and on the 1 3 attached page(s) is 
true to the best of my knowledge or belief. 



(b)(3), (b)(6) 



Sworn Id before me this date. 



(Signaiurt of Officer Authorized to Administer Oaths per Art 136, UCMJj 



(Date) 



Time 
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MEMORANDUM FOR THE RE COR J 

Subj: SWORN STATEMENT ICO TECHNICAL SERGEANT (b)(3). (b)(6) 

USAF, REGARDING THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT THAT OCCURRED ON 6 APRIL 2 Oil IK REGIONAL COMMAND- 
SOUTHWEST (RC-SW) 

1. On 19 April 2011 at 1632Z I swore Technical Sergeant (b)(3), (b)(6) 




2. At the rime of the swearing, I was located a 
Afghanistan, and Technical Sergeant (b)(3), (b)(6) 
Monthan Air Force Base in Arizona - 



t Camp Leatherneck, 
was located at Davis- 



(b)(3), (b)(6) 



Command Investigation Legal Advisor 







ENCLOSURE 34 
2 of IT 







37 



TSGT (b)(3), (b)(6) INTERVIEW — Teieconf erenee Verbs rim Transcript 
Interview Means : VOSIP 

Date/Time: 14 April 2G1L, 1844 ( Afghanistan) /1414 Zu^ 
Pa r t i c i pan 1 5 / Location : 

-Col (b)(3), (b)(6) . USMC, Investigating Officer (Camp Leatherneck, 

AFG) 

-Major (b)(3), (b)(6) , USMC, Deputy Invest. iqa ting Officer (Camp 

Leatherneck, AFO) 

-Capt (b)(3), (b)(6) , USAF, Subject Matter Expert {Camp Leatherneck, 

AFG> 

-Major (b)(3), (b)(6) , USAF, Subject Matter Expert (Camp Leatherneck, 
A.FG) 

-LuCol (b)(3), (b)(6) r USMC, Command Investigation Legal Advisor 

(Camp leatherneck, AFC 3 

-T3GT (b)(3), (b)(6) f USAF (MARCH Mr Reserve Base, California) 

5UBJFCT OF THE INTERVIEW: COMMAND INVESTIGATION 1UTC THE FRIENDLY 
FIRE TNCXDEttT THAT OCCURRED ON € APRIL 2011 TN REGIONAL COMMAND - 
SOOTIEST (RC-SWI 

Questions by Col one _ (b)(3), (b)(6) , USMC: 

Q. Hey Tech Sergeant (b)(3), (b)(6) . This is Colonel (b)(3), (b)(6) talking to 
you Iron Afghanistan. How are you? 

A, Good, sir. 

q. rioy, I am going to introduce around the room hero who we have 

got. And then I will turn it over to some Iel_ows abeui. where we 
are going to head with this thing. I think you know that we have 
been appointed as the team that is investigating the Bel If ire 
sLrifce that took place on the 6th of April. So all we've goL in 
the room here with me is the team that's been assigned that duty 
by General Petraeus for T5AF. 

do you have got me, Colonel (b)(3), (b)(6) , inlantry officer. United 
States Marine Corps, as kind of the team lead. With me you have 
got Lieutenant Colonel (b)(3), (b)(6) who is the icga_ advisor to the 
team; so you will have a legal expert in the room. You have got 
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Major (b)(3), (b)(6) , who is a U.S. Marine aviator. And then you have 
got two Air Force officers with us, Captain (b)(3), (b)(6)and Major 
(b)(3), (b)(6) ; both with experience of what it is ttiaX. you do. 

I would like to remind you that before wo gat started that we are 
taping this , What wo are going to do with you is — wo will do 
the interview, then wo will ask you to commit in writing, pretty 
much, what it is we discussed today. We will also* have it taped. 
Both of those are documenting the fact that you are giving us, 
essentially, a sworn statement- We have got an officer there, 
your commanding officer, who is verifying that you are who you 
are. At the end of this we will ask you to commit into writing 
what we discussed today and then sign that thing making it a 
formal sta-ement* Is that okay? 

A. Yes, sir. 

Q. Any questions for mo before we start? 
A. No, sir. No. 

0- This is going to be painless. Again, all we ask you to do is 

give us to rhe best of your recollection everything that you can 
on the topics that they want to discuss today. Our primary goal 
is to lay in clarity what took place that day, and just make sure 
that everyone has a common sight picture on everybody' s role in 
this thing* So anything you can do to help us understand it 
would be of great benefit to everyone . Okay. 

A. Understood, sir. 

Q, Okay. I am going to turn it over to Captain(b)(3), (b)(6) Air Force guy, 
and then let you guys take it from there. 

Questions by Captain(b)(3), (b)(6,) USA* 1 : 

Hey Sergeant: (b)(3), (b)(6) - This is Captains, (b)(6) Can you hear me 
okay? 

A. Yes, sir - 

Q. Okay* L am going to be asking the majority of the questions. 

The other members of the team may chime in as required. If at 
any point during any of the questions you don/ t understand ray 
questions fully, please do not hesirate to interrupt me and ask. 
Okay. 

A. No problem. 
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Q. 
A . 

Q- 
A. 

Q- 

A* 

Q- 

A. 



Okay- Just up front, could you give us a little background on 
yourself; like your AFSC, your crew posit ion. r how long you have 
been doinq this* 

I am a 1*071 our of Springfield National Guard base, 178t.Il — well 
Recce Group now. I started in '04 as an intel analyst* I have 
been working for the states counter drug proqram since 2005 as an 
intel analyst for law enforcement agencies* 1 deployed to Iraq 
from — as an intel analyst for CJSOTF last year. I have been 
doing this as a MIC- I am actually a trainee. I am not CMR at 
this time. I am — actually started my evaL yesterday to become 
CM*. 

Okay. Good. So you are almost combat mission ready. How many 
hours, approximately, and how many missions have you sat? 

Hours sitting in the seat about 40. At the time of this incident » ^ 

it was around 40; missions, eight, somewhere around there. The ** jg t 0&*&: 

missions have all been, since I have been here have ail be MQT. ^Xlir^ 

Just for my understanding then you have not had your checkride to 
become combat mission ready yet, correct? 

No. Yes, I started the administrative side of it yesterday. 
Later this afternoon is actually when I think I am supposed to 
start seat-time. 

Roger that. X appreciate that. Could you just maybe take a few 
minutes to give us a synopsis of the events, to the best of your 
recollection, during the (b)(i)i.4a mission on the bth and 6th oi 
April. 

Wo were sitting in mission doing counter IED, IDF scans for the 
objective for 2d Recon. Arid we were scanning an area. We had 
passed over — we were overwatch of a convoy. There was nothing 
particular going on, and then we received word that troops were 
taking fire. And they asked us to scan an area of the tree line 
off of route 611- And we were scanning over there. We saw 
possible mu*2le Hashes, and were told — we were being told that 
we might want to action this because the convoy was taking fire 
from off the road. And then we received the 9-line. We kept 
eyes on PID. We waited for the 9-line. We received the 5-line 
and received the ground commander's call sign from the JTAC, And 
we were cleared hot to fire* And then we stayed for BDA and 
watched over afterwards. 

Okay. Do you remember how long you guys stayed? And eventually, 
did you guys get pushed to another mission? 
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A. WcLl, I actually was ray instructor actually — after — about 
three minutes I think before I was actually pulled off the line 
to do the INT REP — and pulled off the scat and the instructor 
took over the seat from there. And when I came back in to the 
Pdc, we were on a — redirected from there. 

Q. So you say you got pulled from the line to do your INTREF- At 
what point did that happen? 

A, After the shot; like I said, about three minutes after the shot 
before there was any ™ the last thing I remember before I left 
was the pilot was requesting to get in contact with the JTAC 
because we saw friendly forces coming down, it looked like about 
eight of them, and there were still three personnel that were by 
where the shot was- We were — the pilot was trying to get a 
hold of the JTAC to let him know that the three that were there 
had weapons still because we believe they took the weapons off 
the other two that were hit. We were still under the assumption 
that they were enemy personnel. So we were trying to get a hold 
of the JTAC to warn the men going in that there were people with 
weapons still there. 

Q ; Okay* I understand. 

A. And then after that is when I was pulled off the line- 

Q. Okay. Thanks a lot, Sergeant (b)(3), (b)(6) - I appreciate that. 

That was a good wrap up* We are going to get into a little bit 
more of the details of the actual mission and a little bit more 
specific questions- Before we do that — this is definitely not 
a tost, and I understand that you are not combat mission ready 
and completely certified — but can you tell us to the bast of 
your knowledge what you consider to be your sources, your 
reference documents, or your SOP' s for mission execution of 
Predator operations, kill chain operations, PID, stuff like that. 

A. For me, for what wo reference hero is the checklist — wc have an 
automated checklist for grew , Hellf ire scenario to Oellfire shot _ 
to post Hellf ire scenario is what we follow guidance on — is 
what f follow here while I am sitting on the seat. 

q. Okay. Do you have any reference documents that you reference at 
all for mission execution, general Predator operations, as far as 
the MC is concerned? 

h. There — we have the manuals — what is it — 14404-2 — I can' t 
remember the number at this time, sir. 
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Q. Are you familiar at all with ^he AFTTP 3-1? Is that one oi the 
ones? 

A. That is another one. I jSm^rf&fc* familiar with the 3-1 being Intel, 

but there is one of those documents, yes. f rt-*?' 0&&*m* 

Questions by Major (b)(3), (b)(6) , USAF: 

Q. You were talking about the Hellfirc checklist- Were you talking 
about the MIC He! If ire checklist or are you talking about the 
432nd strike execution checklist? 

A. Both of them. We actually reference the execution checklist to 
backup the pilot, and we also have a MIC checklist too, sir, 

Questions by Colonel (b)(3), (b)(6) f OSMC: 

Q, You mentioned that early on in the mission you were over-watch inq 
a convoy. Was that the same unit that you ended up firing in 
support of, or do you know? 

A. I don't believe it was, sir, because it wasn't the one thai: we 

originally saw when we got on the route. There one farther south 
and we were scanning north. And Lhen we came up on another one 
that was doing mounted/dismounted patrol is the one that was 
taking fire was different from the original one we saw. 

Q. Okay. When you say they were doing mounted/ dismounted, how did 
you know that? 

A. We were told they were doing it. 

Q. When you wore actually over the top of them, did you actually see 
mounted/ dismounted clement or did you just sec mounted? 

A. We lust saw mounted. We wore told by the 2nd Rccon Air across 
mIRC chat that -chore wore mounted and dismounted members. 

Questions by Captain (b)(3), (b)(6), USAF 

Q. Do you remember what time you came on shift on the 5th/6th of 
April during the (b)(i)i.4a mission? 

A. I am trying to remember because we do shift changes in and out. 

q. what time is your normal shift, and was it a normal shift for 
you? 

A- Yes, ir was a normal shift. Wc do swing shift. Our shift starts 
at 2 p.m., 1400, and goes till 2300. 
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Q, So then based on that, how long in your estimation,, bow long had 
you been In the seat before (b)(i)i.4a directed you guys to the 
friendly convoy? 

A. I would say about an hour and a half, two hours, sir. I kind of 
recall that part of it. That was our first mission when (b)(i)i.4a 
(b)(i)i.4atook off- The first mission was support Op (b)(i)i.4a 

Q, Okay, sounds good. I am going to go into a couple questions with 
regards to the chat,, specifically. Do you have that document 
available in front of you, the reference? 

A. It actually is sitting here, sir. Yes, sir, from 03b6 hours. 

Q + Okay, At 0410 Zulu, there was a chat from DGS in Indiana staring 
that there were three friendiies in field of view. Do you 
remember seeing that chat during that field of time? 

A. I sec it here. As for remembering it in reference to where they 
were talking about, no; because their feed is maybe a couple 
seconds behind, and we may have passed by who they were talkinq 
about at that time. 

Q. Okay. 

A. And it could have been three friendly vehicles or three friendly 
personnel. It wasn't specific. 

Sure. I understand. At 0411 Zulu, they put in the chat, DGS in 
Indiana, that they saw a person shooting west. 

A_ Yes. 

Q. And do you remember seeing that in chat at that time? 

h. Yes, and Lhen a disregard, not friendiies, 

Correct. Roger that; absolutely tracking with you. And then 
that leads right into my next question. The DGS did say that 
there was not friendiies, and that they wore not able to discern 
who the personnel wore. I saw nowhere else in chat whore maybe 
that information was relayed. I am just wondering — was that 
information relayed to the sensor operator, the JTAC, or the 
ground force commander in any other way? 

A. When stuff like this is going on, when we are getting this, our 
job as I have been trained is to reiterate anything we can do to 
help them with SA. I don't remember if I told him that directly, 
but they were in constant communication with the JTAC- We try 
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no" to interrupt them when they are on the radio with the JTAC of" 
the supporting unit. 

Q_ Okay- Fair enough. So at 0412, about a minute later, 1 am 

assuming it was still you sitting in Uie chair. You said in the 
chat that you saw possible muzzle flashes. We have a statement 
f rom Sergeant (b)(3), (b)(6) . He said he asked you if you observed the 
muzzle flash and if you observed the direction of fire. 
According to the statement by Sergeant (b)(3), (b)(6) r you told him that 
the direction of fire was towards the convoy- Again, we didn't 
see that information relayed in char, at aii. I am wondering if 
that information, specifically that the lire was towards the 
convoy, was relayed either back to the DGS, the pilot, the sensor 
operator, the JTAC, or the ground force commander through any 
other means? 

A, Possibly by radio- it was possibly clear-coaun to the pilot- I 
recall the JTAC saying they were receiving fire — telling the 
pilot they were receiving tiro* I didn't relay beyond that 
because Lhe JTAC was telling them they were receiving it already. 

Q- Okay, Roger that. And then from what I understand, shortly 

after that time, I guess Sergeant (b)(3), (b)(6) came over and had seen 
what was going on. At that point, you guys starting reviewing 
the feed to reconfirm the information passed by DGS Indiana? that, 
information being that they saw the fire shooting towards the 
west. When you guys went back and reviewed that, did that change 
your assessment of fire when you initially said they were 
shooting towards the convoy? 

A- No, sir, because we actually, after — we put in (b)(i)i.4a 

— I'm sorry. After T typsd in (b)(i)i.4a # 
(b)(1)14a (b)(i)i.4a in the mIRC we received a whisper from 

DGS- At that time the whisper from DGS, they were wondering if 
they were shooting the opposite way. And we actually — yes, we 
went bacfc and reviewed from the feed and everything, and they 
were shooting towards the convoy, towards the roadway- 

Q. Okay. So you guys did go back and review, and you guys were 

comfortable with the assessment that they were shooting rewards 
the convoy? 

A. Correcr., sir. Yes, we were. 

Q. Perfect. That is exactly what I needed to know- So obviously 
you had a disagreement with what the DGS was saying. Did you 
talk about, that at all with the DGS? I mean, did you relay any 
of that disagreement at all to the JTAC? 
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A. No, sir, I did not. Me were — the 9-line came fast, 
Q m Yeah- Under stand, 

A, It came very fast. I don't even recall hearing stand by for 9- 
line, we just received the 9-line. Which from my training, 
usually wc will near stand by 9-linc- I know it is not always a 
perfect world, XL doesn't really work perfect- Tt didn't happen 
— the JTAC was giving the 9-line* 

Q. That answers that question* And then so pertaining to the (b)(i)i.4a 
(b )(i)i.4a , you did post that at 0413 Zulu (b)(i)i.4a in the chat. 
And can you please explain to us the process you go through to 
determine when you are going to call (b)(i)i.4a > and then why you 
specifically posted it into the mlRC room at the time that you 
did? 

A. Actually, when I posted (b)(Di.4a wo 

were receiving the 9-line. I didn't get to post it before. In 
my training, when we get a stand by for S-line, we put (b)(i)i.4a 
(b)(i)i.4a in the ml EC room to shut down 

chatter so wc can be heads down supporting the pilot as the pilot 
and the sensor — as they arc getting ready for — excuse me, as 
they are getting ready for a possible Hell fire shot or whatever 
action -- or [inaudible]. That's our job/ to be their third set 
of eyes. 

q. Okay, Roger that, Is that (b)(i)i.4a SOP in one of those 
referenced documents that you told us about earlier? 

A. It .is in the Predator checklist. It is in the MIC predator 
checklist- 

Q, Good deal. Just a few more for you. I appreciate you bearing 
with us- Two minutes later at 0417 Zulu, you told the DGS to 
check those coordinates. And thoso were the coordinates that 
they were talking about with the personnel that they said were 
shooting west. They came back at 0419 Zulu with the coordinates* 
They said that the coord's were the ones placed in the main chat 
room, and they were the coordinates that they were currently 
looking at- At that point, you came back and said distances off. 
Can you please explain to us exactly what you meant by that 
statement^ and that was in the whisper between you and the DGS - 

A- Sii^ that statement is what I was told to type in to let them 
know that they need to recheck their assessment about shooting 
west. I was told to type in "distances off" at that time by my 
instructor, is what I mean. Again, it was going fast. I think 

Page 8 of 13 







ENCLOSURES* 







TSGT (b)(3), (b)(6) INTERVIEW — Teleconference Verbatim Transcript 

14 April 2011/1414Z 

BE: COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) 



it was a state that these coord's that they had — I can't be 
sure now, sir. 

Q. ThaL is perfectly fine. Okay, And you told us a little bit 

about what happened after the strike and everything, and that you 
went off and did your INTREP, and you might not have any insight 
into this question at ail* But after that strike occurred and 
there was a pretty good degree of certainty that fratricide had 
occurred* Did the crew compliment change at all at that point? 
I know you said you had already been removed, but did the crew 
pretty much stay the same outside of you leaving to do the 
INTREP [phonetic] ? 

A. Yeah* it was still us. Yes, sir, T moan, I was still in the 
room. I -just went to the MIC station, the senior MIC station. 
What the idea was, was so that I could get training on the INTREP 
which is the standard for here for after any shot. We got INTREP 
out because it has to be in within a certain amount of time, and 
a video has to be built. So that was more for training for me 
also; was to be pulled to get INTREP done. 

Q. Okay, 

A. I was still in the room, I was at the MIC station with 

Lieutenant (b)(3), (b)(6) / And you asked me did what change? Who was in 
the room; the members'? 

q, We were just trying to determine that the crew that, was sitting 
on that mission r the sensor operator r the pilot, the MIC, the 
SMIC, all that was the same that it had been during the strike. 
Alter it had been determined that it was possible fratricide, we 
are just wondering if the crew swapped out at any point or just 
did the next tasking? 

A, We stayed on, sir. We stay on to the next tasking. 

Q. Okay. Perfect, Finally, two more questions for you. After the 
mission, did you guys do any sort of a debrief after the event or 
an end of shift, kind of, debrief? 

A. Me actually did debrief after every He I if ire here, I quess- They 
do a debrief, the whole crew. After everything is done and 
calmed down, the pilot, sensor, the MIC, and the SM1C actually 
whoever was involved swap out* And the MSA actually because the 
MSA was also one of the backup HC's and wrote down the 9-line- 
We went down and reviewed the video with some of the other 
officers; and reviewed the video and the audio with the mIRC 
chat - 
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Q. Perfect* And I realize that it has been about ten days now 

since the actual event, but to the best of your recollection, can 
you toll us if you guys discussed any lessons learned after that 
particular mission? 

A, They may have, sir, I have asked questions and received — I 

have asked — I have asked did we do anything wrong because I am 
a trainee, and I wanted to make sure we didn't do anything wrong. 

I understand. And I am not going down that path at all. I just 
want to know, in general, you have a debrief after every mission. 
There are always things that you can do better, That is all I am 
really trying to get at. Is there anything that you guys talked 
about directly after the mission that you thought you might have 
been able no do a 1. it tie bit better? 

A. Hot that we would have changed from what wo did, sir. No, from 
what I recall _ 

Q. Sergeant (b)(3), (b)(6) just two cr three follow-up questions; one 
from Colonel (b)(3), (b)(6) * and one from Major (b)(3), (b)(6) ; all right? 

Questions by Major (b)(3), (b)(6), DSMC: 

Q. I want to ask a quick question referencing the ground scheme of 
maneuver. Did you have any kind of reference lor the building 
lay out and all that stuff? like the roads and all that that were 
sent to you from the ground commander or the JTAC? 

A, Yes, sir, We get target decks, with 2nd Recon with Objective 

(b)(i)i.4a we will get a target dock every day from them before 

a mission that we load [inaudible j that we load into Google Earth 
if it corresponds for SA. And we — it ha s every building and 
compound that is on that route from their start point to end 
point . 

Q. Great, There was a lot of reference to building 58 of course, 

which is a compound — - or compound 58 that they were next to and 
all that sruf f . You had a good graphical reference of where that 
was based upon where the road was and all that? 

A. Absolutely, sir. Yes, we did. We were following it, 

Q. I was trying to find out some other way to identify where the 
individuals were. Did you know exactly about this convoy's 
mission of going mounted/ dismounted before you arrived on the 
convoy — I guess you wore providing over watch for another 
convoy, and then you got called up to that convoy - 
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A. For us it is kind of an overview for our mission to help them. 

And the JTAC kind of guides us for what he wants us to look for. 
Because he has — rhe JTAC actually has our feed, our rover feed. 
And he will tel 1 us where he wants us to go and what ho wants us 
to pay attention to. 

Q. Okay. Last question; have you worked with 2nd Recon or these* 
units before previously on other missions? 

A. To the best at my knowledge, this was somewhat a new mission. 

But for that past couple weeks prior to this — it seems about 
two weeks prior to this that we started working with 2nd Recon. 

0- So you have been up in that area before right? Have you flown — 
I mean, have you witnessed that area before up and down 611, 
Route 611? 

A, I have j»t r.-asjsad in the seat with them before; yes, 

Q. Okay; great- I was just trying to get an understanding of how 

much experience you had with this unit- 
Questions by Colonel (b)(3), (b)(6) , USMC: 

Q. I want to qo back to then "distances off" comment ■ So if J 

understood you right, you typed that in on direction from your 
instructor. Is that right? 

A. Correct, sir. Be told me to answer. It was a whisper. From my 
understanding, when we call (b)(i)i.4a r everyone is supposed to 
minimize unless someone is trying to call an abort. And no one 
called an abort. 

0. And that makes sense ro mc. So when you saw that initial shot 
from them, did it — because (b)(i)i.4a was already in effect, 
did it initially strike you that while not calling an abort, that 
they wore saying something because they were concerned about it; 
or what was your impression of that, exchange? 

A_ My impression was that they wore just asking the question for 
them, not that they were questioning what we were doing. I 
thought it was more that they were asking for 5A for themselves. 
None of it came up zo me that they were saying that we were doing 
something wrong or something doesn't seem righr to them. 

Questions by Captain(b)(3), (b)(<*) USAF; 
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Q_ It was not necessarily a question is what I am getting at. They 
came in the room and said they are shooting- west and the convoy 
is to the east? 

A- Correct. Yes, to that affect* 

Questions by Co_oncl (b)(3), (b)(6) , OSMC: 

Q. Has that circumstance come up before where you have been in (b)(i)i.4a 
(b)(i)i.4a and someone has whispered something to you and you corae 
back to them with a "distances off" or have you gone through that 
same kind of process. 

A- No, sir- That was the first Hell fire shot. Again, I am still 
training, and that was the first Hellfire shot that I have ever 
been involved in, 

Q m Okay. I guess I didn't pick that up out of our conversation. 
So you have got a number of missions, but no missions that 
involve releasing ordinance until this one? 

A. Correct, sir. 

Q. Okay. I got you. Anything else you want to add at ail? 
A. No, nothing. Ho. 

q. Look, you know, I want to make sure that you understand the tone 
of this. This is all work. And there ain't anybody here that 
puts you on the line thinking that you did something wrong. Yon 
hit on it a second ago when you said that when you guys dobriefed 
that you wanted to know if wo did anything wrong. There are a 
whole shit^ton of guys asking themselves that; the guys on the 
ground, the JTAC's. There were a number of guys that were on the 
line and involved in this process. And every one of them is 
asking themselves that same question. And every one of us knows 
that we went into that mission knowing full on that we have a 
part to play, and it is hard. It is to the ground men to ask 
from you what they want on the ground. And you know it is for 
you to help them understand it the best they can. And this is 
hard, I keep coming back to that because this is hard* 

You don' t need to leave this conversation f eniinq as if we feel 
like there is something you have done wrong. We don't. What we 
want to do is make sure — as asked earlier — if there is 
anything that we feel like we could do better, or take back to 
the ground guys that they could do better, or any of the JTACS , 
that is what we want to get out of this. It is not in any way 
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trying r.o look for somebody who did something wrong. I think you 
quys did exactly what you were trained to do. As all or this 
process, I think there are things wc can touch up on, on al n . of 
that. We don't want to miss the opportunity to qrab on to that 
if we can get it . 

A. I Lotally understand/ sir* I am not" — I am i-he least that I am 
worried about. 

Q, You don't need to beat yourself up, I <now it is not easy. Tt's 
nard, I keep coming back to that. From over here, the guys here 
— it is extraordinarily hard. You guys had a view ana a 
capability thai is indispensable to the fellows over here. So 
that doesn't make it any easier f and doesn't mate it absent of 
things that don':, turn out the way they wanted to. You need to 
go back on this one, ana ;ook at what you could ao to do bettor 
as you go on with your training and your certs. But don't leave 
this conversation thinking like somebody has identified something 
that you did wrong, 

A. Understood, sir. that is -*rrr I am here lor. 



Ut*m? ¥fa A^- * ^ ****** 



hi. wc+ly f&srt)*< fe* ^ ^ way- 

sjrf'/^y (b)(3), (b)(6) 
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Today, I%AP£)} 20 JL I acknowledge that 1 have received the following advisement 
under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must Inform Individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 U-SX. SMrtj 10 LL5>C. 972, 1201-1221, 2733, 2734-2734^, 2737, 5013, 5031- 
5036, 5131-5150, 5347, SI 46, 7205, 7622-7623; 28 U.S.C. 1346 t 2671-2680; 31 U-S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 602; 36 U.5.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C, 3101; 49 
U.S.C.1901. 

2. PRINCIPAL PURPOSES - The Information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, Increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punfth/e action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property* 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against lite Government or among private 
parties. 

f. Other determinations, as requited, In the sou me of naval ad ministration. 

g. Public Information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to Improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans 1 and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and fo the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civflian criminal and civil court proceedings.,* The records 
of investigations are provided to agents and authorized representatives of persons Involved in the 
incident, for use In legal or administrative matters. < The records are checked by or against the 
Government, and for use in design and evaluation of products, services! and systems-* The 
records are also furnished to agencies of the Federal, State, or local taw enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4 MA NDATO RY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE: 

a. Where an individual is a subject of an investigation for purpose 2a or 2d, above:< 
Disclosure is voluntary.* You are advised that you are Initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.* If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested Information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:* Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's toss would be based on 
the other evidence in the Investigative record, which possibly might not support a favorable 
determination. 

c» Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above;* Disclosure Is voluntary, but refusal to disclose the requested information couid prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the Incident under Investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e, in any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that Is contained in the investigation record. 
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RanWkaie: ^jct / / o 




Telephone number: j 



(b)(3), (b)(6), (b)(2) 



Today, A PA / /*) 20 // , I acknowledge that I have received the following advisement 



under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 {Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY ; 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734h. s 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623: 28 US.C. 1346, 2671-2680; 31 U.S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718: 37 U5.C. 802; 38 U.3.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C. 3101; 49 

2- PRINCIPAL PURPOSES , The information whicn will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability , 
disability benefits, severance pay. retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annuaf leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration, 

g. Public information releases. 

hp Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3- ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of Investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans* and survivors 1 benefits; to Sen/icemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the US. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or locat law enforcement and court 
authorities for use in connection with civilian crimrnal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters^ The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary,< You are advised that you are Initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e 3 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case; Disclosure is voluntary* and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record- 



(b)(3), (b)(6) 



erf -/T- If 



(Signature and date) 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF SERGEAf^TS (b)(3), (b)(6) AND (b )( 3), (b )( 6) ON APRIL 15, 2011 

1. On April 15, 2011 at Patrol Base Alcatraz J, Majors, (b)(6), Major (b)(3), (b)(6) , and Captain(b)(3), (b)(6) 
interviewed Sergeants^), (b)(6) and (b)(3), (b)(6) to gather additional details on the actions related to the 

(b)(i)i.4a Hellfire strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6) the legal 
representative to the investigative team. 

2. Sergeant (b)(3), (b)(6)(Section Leader) and 5gt (b)(3), (b)(6) (Radio operator) worked as a team during this 
patrol, Sergeant(b)(3), (b)(6) knew that Sgt (b)(3), (b)(6) 's team was to his West near a building but did not 
know exactly where building 58 was, He felt like the announcement that air was on station to the 
indication that there was "17 seconds until impact" was too short to allow for assessment and actions. 
Prior to the Hellfire strike, Sergeant (b)(3), (b)(6) 'elayed to Ubm (bxthat all personnel with Sgt(b)(3), (bxej's 
section were in cover. 5gt(b)(3), ^assessed the injured and submitted the initial casualty report as 1 
Urgent (HN Rast) and 1 Routine (SSgt Smith.) He had assessed SSgt Smith to be KIA but did not want to 
say this over the radio and felt like the designation of Routine would be self explanatory. 

3. 1 certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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(U) Air Force Distributed Common Ground System (AF DCGS): 



(b)(1)1.4a, (b)(1)1.4g 



(U) DCGS Communication Methods: 

(U) Distributed crew communications (DCC) is the umbrella term encompassing all distributed 
mission crew concept (DMCC) communications methods. The following are examples of DCC: 

1. (U) Interphone. The voice and radio connection between DGS and MCE for the 
purposes of transmitting/receiving crew communications and monitoring of aircraft ARC -210. 

2. (U) Radio over Internet protocol (RoIP) (e.g.. crew comm and WAVE)* 

3. (U) Internet relay chat (IRC) (e.g.. mIRC TransVerse). 

4. (U) Telephone (e.g., STE, VoIP) (AFTTP 3-LDCGS Chapter 4) 

(U) DCGS KILL CHAIN STANDARD OPERATING PROCEDURES: 



(b)(1)1.4a, (b)(1)1.4g 



" 
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19 April 2011 



MEMORANDUM FOR THE RECORD 



Subj : SWORN STATEMENT ICO AIRMAN TECHNICAL SERGEANT 



(b)(3), (b)(6) 



U3AF, REGARDING THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE- 
INCIDENT THAT OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- 
SOUTHWEST (RC-Si-J) 

1. On 19 April 2011 at 1216Z I swore Technical Sergeant (b)(3), (b)(6) 
(b)(3), (b)(6) r USAF, via telephone , to his 18 April 2011 statement, which 
consisted of a two page questionnaire and his two page handwritten 
response /statement and was submitted via SIPR e-mail to Colonel 

(b)(3), (b)(6) , (J SMC, investigating officer for the above subject 
investigation. 

2. At the time of the swearing, I was locazed an Camp Leatherneck, 
Afghanistan, and Technical Sergeant (b)(3), (b)(6) was located at 
Terre Haute, Indiana. 



(b)(3), (b)(6) 




Cernmatltj Investigation Legal Advisor 
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sccnrrz/RCi usa, isaf, natq 



1. Provide some background information on yourself (AFSC, DG5 experience, etc.) 

2. How many combat missions have you sat in the seatfor? 

3. Approximately how many hours? 

4. What do you consider to be your sources, reference documents or SOP's for mission execution 
of predator operations? Kill chain operations? Assessments of PID? 

5. Provide a brief synopsis of the events during the (b)(i)i.4a mission as you remember them 
(from time sensor moved to FF convoy to time when poss frat realized), 

6. What time did your shift start on the 6 th of April? 

7. How long had you been in the seat before (b)(i)i.4a directed sensor to move to friendly 
convoy? 

8. Please explain the initial confusion in chat regarding 3 friendlies in FOV? 

a. [04:10:46] <DG5-IN_TC_BE> 3 friendlies in FOV 

b. [04:11:23] <DGS-INJ~C_BE> pers are shooting W 

c. [04:11:31] <DGS-IN_TC_BE> disregard 

d . [04 : 1 1 3 6] < DGS-I N_TC_B E> n ot f ri en dlies 

e. [04:11:46] <DGS-1N_TC_BE> unable to discern who pers are 

9. What lead to the callout stating that the pers were shooting west? 

10. The MIC posted in chat at 0412Z that he saw possible muzzle flashes and DGS IN came back with 
cords IVO IVO (b)(i)i.4a . Was DGS IN assessment still that pers were shooting 
towards the west away from the convoy? 

11. Was the feed ever revie wed to verify the direction of fire assessment? 

12. At 0413Zthe MIC posted (b)(i)i.4a in chat. What Is your understanding of the DGS role after 

(b)(i)i.4a has been posted in chat? 

13. At 0415Z DGS~fN_TC_BE brought up the MIC in wspr: 

a. [04:15:24] <DGS-IN J~C_BE> a fourth per showed up and layed down with pers 

b. [04:15:48] < (b)(i)i.4a _MlC>c 

c. [04:15:52] <DG5-IN_TC_BE> pers are shooting W and the convoy is to the E 

d. [04:17:54] < (b)(i)i.4a JVIIO doulble check cords 

e. [04:18:17] <DGS-IN - TC - BE> c 

| [04:19:18] <DGS-IN_TC_BE> the coords we put in main chat are the coords for the guys were 
lookin at 

g. [04:19:26] <DGS-IN_TC_BE> IVO (b)(i)i.4a 

h. [04:20:28] < (b)(i)i.4a _MiC> distance is off 

14. It appears that the DGS IN assessment at this point was that the direction of fire was still 
towards the west and away from the convoy. It appears that there was concern enough over 
this assessment that a wspr to the MIC was warranted. Was there ever any consideration given 
that the pers in FOV may have been friendly forces? 

15. Was there ever a time when you felt like the strike should have been aborted in order to verify 
friendly position? 

16. Did you feel that the MJC adequately addressed your concerns over the direction of fire? 



GECRny/REL USA, ISAf, NATO 
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17. Did you ever consider calling the MIC directly (phone?) to discuss the direction of fire 
assessment? 

18. Would you expect the MJCto pass on your callout/assessment concerning the direction of fire to 
the pilot, SO, JTAQ GFC? 

19. Do you think if you would have had DMCC interphone capability, you would have had more 
situational awareness of the battle space? 

20. Did your crew conduct a debrief after the event and/or end of shift? 
ZU Were any lessons learned discussed? 



SCCRCTY/RCL USA, I SAf, NATO 
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PRIVACY ACT STATEMENT 



(b)(3), (b)(6) 

Name: . 
k/Rate: 



Telephone number 



(b)(2) 



Today, ] 20 ' I . I acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the mformation 
requested below. 

1 AUTHORITY: 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b., 2737, 5013, 5031- 
503 6,5131-5150 , 5947, 6148, 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 

35311 3701-3702] 3717-3718; 37 U.S.C. 802; 38 U.S.C. 105; 42 U.S.C. 2651-2653; 44 U.S.C. 3101; 49 
U.S.C. 1901. 

2 principal PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor s 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3 ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purposed indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance admimstratorsfor 
determinations concerning payment of life insurance proceeds; to the U.S. Genera! Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Government* Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and eoiiri 
authorities for use in connection with civilian criminal and civil court proceedings.* The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.* The records are checked by or against the 
Government and for use in design and evaluation of products, services, and systems * The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4 MANDATORY/VOLUNTARY DISCLOSURE. CONSEQUENCES OF REFUSING TO DISCLOSE; 

a. Where an individual is a subject of an investigation for purpose 2a or 2b r above:* 
Disclosure is voluntary.* You are advised that you are initially presumed to be entitled to have 
the [personnel determination! [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records,* if you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:* Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you shouid be held pecuniarily liable for repayment of the Governments loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:* Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities- 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 

(b)(3), (b)(6) P ! 

ate) 
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WITNESS STATEMENT 


(b)(3), (b)(6) 




(b)(3), (b)(6) 






Sou a! Security Number 


U-x. rn 

(b)(3), (b)(6) 




( }rg;uni/alion 


f Mfxmo or fWiWl 

(b)(2) 


( 


(b)(2) 


1 Jflkt ! J honc 




Vlobik Phone 


(b)(3), (b)(6) 

the COMMAND INVESTIGATION 
OCCURRED ON 6 APRIL 2011 


, hereby make the following statement !br 
INTO THE FRIENDLY FIRE INCIDENT THAT 
IN REGIONAL COMMAND-SOUTHWEST (RC- 



SW)( AFGHANISTAN). 



SEE ATTACHED STATEMENT 



I swear (or affirm) that the information in the statement above and on the ?^ attached page(s) is 
true to the best of mv knowledge or belief. 



(b)(3) 

"'(Date) lime 



/fr/W/ IQio (/W Z) 



hworn to Deiore me tins date. 

(b)(3), (b)(6) 



(Signature of Otiicer Authorized to Administer Oaths per Art. 1 36. UCMJ) (Date) lime 
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seen ct//n o roRpj 



(b)(3), (b)(6) 
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a 



H.J -iolA my 'TacoiA io pass &kJto + hr f^lc \a& t^lngpg^ -fk^ r 
X be\~>e*e$ -ttcey *iUe persons Xinvitx ye re zUocrfiAtx \A/es4z <xn< ^ 

-GIT t/fi^ojy. j'/i fine <"tv^l ^Uff 4^ey u/g*'e^+ ^Ud'^-fo^J s tA**e'X1Uov-*^ <r fFw^^ 



(b)(3), (b)(6) 

scennV/NoronN sure 37 



(b)(3), (b)(6) 



Tkp Coords arid-hke Jire^to^ c£ %\fe } c*/i^ clt'S-h*rtce. Z^^i 

is. ^s. ; ; 

W Vg-S ^TATftk DM^C ujn^lJbgbegn t/e/v^ Up! erf „ [ ;-F ftfl-ffl^ 
li Uv/e bgWe HrUg. oxd^- caf/ y^g-f^gr 

(bxi)i.4a ^ ymov fp Skoo4; ^ ^o^U^e Agwo* * H»g 

20. fes ' n - 

\AAe& iT^g iUorf be Ato/P i/pco^ ■ 
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19 April 2011 

MEMORANDUM FOR THE RE CORE 

Subj i SWORN STATEMENT JCC TECHNICAL SERGEANT (b)(3), (b)(6) USAF, 
REGARDING THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRE 
INCIDENT THAT OCCURRED OK 6 APRIL 2 011 IN REGIONAL COMMAND- 
SOUTHWEST (RC-SW) 

1. On 19 April 2011 at 1217Z I swore Technical Sergeant (b)(3), (b)(6) 
USAF, via telephone, to his 18 April 2011 statement, which consisted 
of a two page questionnaire and his two page handwritten 

response /statement and was submitted via SI PR e-mail to Colonel 

(b)(3), (b)(6) , USMC r investigating orficer for -he above subject 
investigation. 

2. An the time of the swearing, I was located at Camp Leatherneck, 
Afghanistan, and Technical Sergeant (b)(3), (b)(6) was located at Terre 
Kaute, Indiana - 



(b)(3), (b)(6) 




Command Investigation Legal Advisor 



3 - ? ; . 



EN 
1 C 



PRIVACY ACT STATEMENT 



(b)(3), (b)(6) 

Name: __ 



Ra n k/Rate : 1 C^4- 
S3 

Unit: )37fk XS 



Telephone number; (b)(2) 



Toda y> ^jp r * 20 J_L f acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 {Public 
Law 93-575) which requires that Federal agendas must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 



1, AUTHORITY: 5 U.S.C, 301; 10 U.S.C. 972, 1201-1221. 2733, 2734-2734b., 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6143, 7205, 7622-7623: 2S ILS,C. 1346, 2871-2680; 31 U.S.C- 240-243, 3521- 
3531, 3701-37023 3717-3718: 37 tLS.C. 302; 38 U.S.C. 105; 42 U.S.C. 2651^2653:43 U.S.C. 3101" 49 
U.S.C. 1901. 



2- PRINCIPAL PURPOSES, The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 



b. Determination on disciplinary or punitive action, 



c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property, 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties, 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

rh Evaluation of procedures, operations, material, and designs by 'die Navy and contractors, 
with a view to improving the efficiency and safety cf the Department of the Navy- 

3, ROUTINE USES : In addition to being used within th« Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors 1 benefits; to Servicemen's Group Life insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 







ENCLOSURE 38 
2 OF* 



i 



Office for purposes of determinations concerning reiief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings.< The records 
of investigations are provided to agents and authorised representatives of persons involved in the 
incident, for use in legal or administrative matters.* The records sre checked by or against the 
Government, and for use in design and evaluation of products, services, and systems. < The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

* MAHDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is 2 subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary .< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
recordsx if you do not provide the requested information, you wiir be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would he based on 
the other evidence in the investigative record, which possibly might not support s favorable 
determination, 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e> 
above ;< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2& % above: Disclosure Is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize with holding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 




and date) 
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WITNESS STATEMENT 



(b)(3), (b)(6) 

Name 



(b)(3), (b)(6) 
.Witfi iitcuruy Number 



n?* is 

Organization 

(b)(3), (b)(6) 



(b)(2) (b)(2) 

Mobile Hnone 

I. (b)(3), (b)(6) 



__ , hereby make the following statement for 

the Cuivim/uNu wxm l NATION INTO THE FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON 6 APRIL 201] IN REGIONAL COMMAND-SOUTHWEST (RC- 
SWXAFGHANISTAN). 



SEE ATT ACHED STATEMENT 



I swear (or affirm) that the information in the statement above and on the rj^ attached page(s) is 
true to the best of my knowledge or belief. 



(b)(3), (b)(6) 



\lk^W 0%ql II3O>Z- 

\) (Dale) Time / 



(b)(3), (b)(6) 



sier Oath* per An. 136, UCMJ) 
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t fl Pi f\ f\ 11 ~ ^- , . Aft h fl * 



/Uq^ so ^ 

(Sti^) Im9»m> IVJ" flP.i»»»*j ILyJUn J /r^^a \ fXf j j^sw^ x^. QjfwJ- /fry 




Ci^J ^ fiDo Vac 



AA.-^ ^ /W. f/rrui m fLjUi lily /Xaj^tn jk+, CCTVAfTMn^ juJ W 



tL f 

(b)(1)1 ' 4a >Urti> ^f ^J 

Ml^. S^pLi. rr^J^404 



£j _ y — 1 — j- ^ ^ w ' 

f^JiL^ ^ / ^ ^ J ' ' ^ ^ ^ y ^ (b)(1)1-4a ^ 




2) (w^ 7 



fa**t& , />fi Af^ Aj^u jxwi w. j^JulI^, Xv^v, fLAfJjjLiA arCf ^d 



—— (b)(3Ub)(6) 



(b)(3), (b)(6) 



A 

; 



■ 1 i - ^ . 



-{■ft,. 




([a_u 



60& 
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(b)(3), (b)(6) 



(b)(3), (b)(6) 



SCCRLTZ/nCL IQAr, NATO 



1. Provide some background information on yourself (AFSC, DGS experience, etc.) 

2. How many combat missions have you sat in the seat for? 

3. Approximately how many hours? 

4. What do you consider to be your sources, reference documents or SOP's for mission execution 
of predator operations? (b)(i)i.4a operations? Assessments of PID? 

5. Provide a brief synopsis of the events during the (b)(i)i.4a mission as you remember them 
(from time sensor moved to FF convoy to time when poss frat realized), 

6. What time did your shift start on the 6 th of April? 

7. How long had you been in the seat before (b)(i)i.4a directed sensor to move to friendly 
convoy? 

8. Please explain the initial confusion in chat regarding 3 friendiies in FOV? 

a. [04:10:46] <DGS-IN_JC_BE> 3 frfendlies in FOV 

b. [04:11:23] <DGS-IN_TC_BE> pers are shooting W 
& [04:11:31] <DGS-INJ"CBE> disregard 

d. [04:11361 <DGS-IN_TC_BE> not friend! I es 

e. [04:11:46] <DGS-iW_TC_BE> unable to discern who pers are 

9. What lead to the callout stating that the pers were shooting west? 

10. The MIC posted in chat at 0412Z that he saw possible muzzle flashes and DGS IN came back with 
cords 1VO IVO (b)(i)i.4a , Was DGS IN assessment still that pers were shooting, 
towards the west away from the convoy? 

11. Was the feed ever reviewed to verify the direction of fire assessment? 

12. At 0413 Z the MJC posted (b)(i)i.4a in chat What is your understanding of the DGS role after 

(b)(i)i.4a has been posted in chat? 

13. At 0415Z DGS-IN_TC_BE brought up the MIC in W£pr; 

a, [04:15:24] <:DGS-IN_TC_S£> a fourth per showed up and iayed down with pers 
fa. [04:15:48! < (b)(l)l.4a JVUO C 

c. [04:15:52] <DGS-IN_Tt_BE> pers are shooting W and the convoy is to the E 

d. [04:17:54] < (b)(i)i.4a jvllO doulbie check cords 

e. [04:18:17] <D65-!N_TC_BE> c 

t% [04:19:13] <: DG S- 1 N_TC_BE > t h e coords we put in main chat are the coords for the guys were 
loo kin at 

g. [04:19:26] <DGS-IN_TC_BE> 'VO (b)(i)i.4a 

h. [04:20:28] < (b)(i)i.4a _MIC> distance Is err 

14. It appea rs that the DGS IN assessment at this point was that the direction of fire was still 
towards the west and away from the convoy. It appears that there was concern enough over 
this assessment that a wsprto the MiCwas warranted. Was There ever any consideration given 
that the pers in FOV may have been friendly forces? 

15. Was there ever a time when you felt like the strike should have been aborted in order to verify 
friendly position? 

16. Did you feei that the MIC adequately addressed your concerns over the direction of fire? 



seen ny/miL usa, tSAr, matq 
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17, Did you ever consider calling the MIC directly (phone?) to discuss the direction of fire 
assessment? 

IS. Would you expect the MICto pass on your ca J lo in/assessment concerning the direction of fire to 
the pilot, SO, JTAC, GFC? 

19. Do you think if you woutd have had DMCC interphone capability, you would have had more 
situational awareness of the battle space? 

20. Did your crew conduct a debrief after the event and/or end of shift? 

21. Were any lessons learned discussed? 



sccnny/Rri usa, iw, matq 
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1. Provide some background information on yourself (AF5C, DGS experience, etc.) 

2. How many combat missions have you sat in the seat for? 

3. Approximately how many hours? 

4. What do you consider to be your sources, reference documents or SOP's for mission execution 
of predator operations? (bXWa operations? Assessments of PID? 

5. Provide a brief synopsis of the events during the (b)(i)i.4a mission as you remember them 
(from time sensor moved to f F convoy to time when poss frat realized). 

6. What time did your shift start on the 6 th of April? 

7. How long had you been in the seat before (b)(i)i.4a directed sensor to move to friendly 
convoy? 

8. Please explain the initial confusion in chat regarding 3 friendlies in FOV? 

a. [04:10:46] <DGS-1N_TC_BE> 3 friendlies in FOV 

b. [04:11:23] <DGS-fN_TC_BE> pers are shooting W 

c. [04:11:31] <DGS-IN_TC_BE> disregard 

d t [04:11:36] <DGS-IN_TC_BE> not friendlies 

e. [04:11:46] <DGS-IN_TC_BE> unable to discern who pers are 

9. What lead to the callout stating that the pers were shooting west? 

10. The MIC posted in chat at 0412Z that he saw possible muzzle flashes and DGS IN came back with 
cords IVO IVO (b)(i)i.4a . Was DGS IN assessment stlN that pers were shooting 
towards the west away from the convoy? 

11. Was the feed ever reviewed to verify the direction of fire assessment? 

12. At 04-13Z the MIC posted (b)(i)i.4a in chat, What is your understanding of the DGS role after 

(b)(i)i.4a has been posted in chat? 

13. At 0415Z DGS-IN_TC_BE brought up the MIC in wspr: 

a. [04:15:24] <DGS-iN_TC_BE> a fourth per snowed up and layed down with pers 

b. [04:15:48] < (b)(i)i.4a ^MIOc 

c. [04:15:52] <DG5-IN_TC_BE> pers are shooting W and the convoy is to the E 

d. [04:17:54] < (b)(i)i.4a _MIC> doulble check cords 

e. [04:18:17] <DGS-INJC_BE> c 

f. [04:19:18] <DG5-IN_TC_BE>the coords we put in main chat are the coords for the guys were 
lookm at 

g. [04:19:26] <DGS-JN_TC_BE> IVO (b)d)i.4a 

h. [04:20:28] < (b)(i)i.4a _MIC> distance Is off 

14. it appears that the DGS IN assessment at this point was that the direction of fire was still 
towards the west and away from the convoy. It appears that there was concern enough over 
this assessment that a wspr to the MIC was warranted. Was there ever any consideration given 
that the pers in FOV may have been friendly forces? 

15. Was there ever a time when you felt like the strike should have been aborted in order to verify 
friendly position? 

16. Did you feel that the MIC adequately addressed your concerns over the direction of fire? 



5LCRET//REL 15AF, NATQ 
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17. Did you ever consider calling the MIC directly (phone?) to discuss the direction of fire 

assessment? 

IS. Would you expect the MIC to pass on your callout/assessment concerning the direction of fire to 
the pilot, SO, JTAC, GFC? 

19. Do you think if you would have had DMCC interphone capability, you would have had more 
situ ational awareness of the battle space? 

20. Did your crew conduct a debrief after the event and/or end of shift? 

21. Were any lessons learned discussed? 



sccnny/ftCL us a, i sai~, nato 
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PRIVACY ACT STATEMENT 



Name: ( b X 3 )- < b X 6 ) 



Rank/Rate: ^ - £ -6 

Unit; !^7 1b 

Telephone number: _ (b)(2) 

Today, \h 20 M . 1 acknowledge that i have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 83*579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

t AUTHORITY : 5 U-S.C. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b. r 2737, 5013, 5031- 
5036 5 5131-5150, 5947, 6148, 7205, 7622-7623; 28 ILS.C. 1346, 2671-2680; 31 US.C. 240^243, 3521- 
3531, 3701-3702, 3717-3718: 37 U-S-C. 802; 38 U.S.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C. 3101; 49 
U.S,C*1901. 

2. PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay f increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of* or damage to : public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e_ Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy, 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans* and survivors* benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use In 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters^ The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems^ The 
records are also furnished to agencies of the Federal, State, or focal law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure Is voluntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on ail the evidence in the investigation 
records.< if you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested Information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination, 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the Investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e 7 above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 



(Signature and date] 
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WITNESS STATEMENT 



(b)(3)- ( b )( 6 ) . SS^ V ( b )( 3 )' (b)(6) 

Mume 'KahL'Rau; Saelfl Security Number 

"^Ir^y 



(b)(3), (b)(6) 



(b)(2) 

umccrnuac " Mobile Phone 



I - < b >< 3 MW5[ _^ hereby make the following statement for 

the COMMAND INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND-SOUTHWEST (RC- 
SW)( AFGHANISTAN). 



SEE ATTACHED STATEMENT 



I swear (or affirm) that the information in the statement above and on the attached page(s) is 
true to the best of my knowledge or belief. 



(Dale) i tmc 

Sworn to before me this date. 

(b)(3Mb)(6) *t*u jtog, ?rxs 

\ .Tit;ji£iLU!c ui uiiiicj miujunzcu LtJ Muimnmer uarns per An. \ 3ft. UCMJ) (Date) I imc 



(b)(3), (b)(6) 
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sccnnv/NororiN 



(b)(3), (b)(6) 
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r.' : ; - ■ A:^ C\ f P \ - C?ZTTT3gte VfJ y** ~K ' ^ ft If. (b)(3). (b)(6) fpMfltj ftfcft 

^ : '■ taaj^j SaCS ^ ^^i^.gjg, X- -.--^ r^vtr -VVt — 

-At <ff^^.\?/ T*3.- t T WO), (b)(6) r^A a Vr> <-\,-.<^y r-h^r^i? 

\ - ■. - ■ ■■■ AlC (b)(3), (b)(6) f, rt A AV> rf^ f° i-f cWc,rt?r\ Ab - Jr 

.,>c? ... . .XLi-e \c,f)^W£ nsT w-A \j.f vA'A Ht^^cj^ s>AiA/-^yp QcvSVS 

.t-^i Vt •• .Qv»V fmC\ \W* c\jo:^X r .-Tant.t V-. ■ >cvS Tk\\ c^kWhA . 

rui\ ,i\ >v>^.ia cVyA r™-^ A>C^ < b >< 3 >'< b >< 6 > ^V,,^ coANgA P^A 

AW. MX- i' v rtAN f X <T> f A ' (b)d)1-4a 'jVjL 

.-AY\ Ucftyt'^'i p^-^Aft f) o^A L~^rt ^AA\ ..■■^uv ,\' -\K:--,t: 
w ^ AV.k ,><- «%-*A ,-Ty f S^cj < b >< 3 >'< b >< 6 > ^rA^J 

, '-. ¥\v ff M Tc X->roA^^ V\ t M Wa\ -V^ per -SoA/RI 

t^ ^-g ■-i- .^o. -W -\V» f^-aeaA CL Jorw Trr.^ ^Vt Vrt^f\A\y cxnc\^oy 

AV OH^?l^ ^.Cv^ .^r.-s cnWgA. '.n rVwV oWia ..%Ah ^\^>r\ <9M 

fft af\^ VvVe>r AnW^Ar, tvnv ^r,f ^ rV.cV C^v t >V A\tf 

.' A i .v,v...'ci>v»^e\y "7 v\.r\Lk\f5 

, ^ .V ->ivA ,.nw^ ol. rg.- W ? ^,-^TLfig\ of? 
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(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

Sub j : SWORN STATEMENT ICO STAFF SERGEANT (b)(3), (b)(6) r USAF, REGARDING 
THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRS INCIDENT THAT 
OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- SOUTHWEST (RC-SW) 

1 . On 19 April 2011 at 1215Z I swore Staff Sergeant (b)(3), (b)(6) r USAF, 
via telephone, tc her IS April 2011 &&mW£lffife* which consisted of a 
two page questionnaire and her twc page handwritten response/statement 
and was submitted via SI PR e-mail to Crenel (b)(3), (b)(6) , USMC T 
investigating officer for the above subject investigation. 

2. At the time of the swearing r I was located at Camp Leatherneck, 
Afghanistan, and Staff Sergeant (b)(3), (b)(6) was located at Terre 
Haute, Indiana - 



(b)(3), (b)(6) 




Command Investigation Legal Advisor 
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19 April 2011 



MEMORANDUM FOR THE RECORD 

Subj : SWORN STATEMENT ICO STAFF SERGEANT (b)(3), (b)(6) , USAF, 

REGARDING THE COMMAND INVESTIGATION INTO THE FRIENDLY FIRS 
INCIDENT THAT OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND- 
SOUTHWEST (RC-SW) 

U On 19 April 2011 az 1213Z I swore Staff Sergeant mim*) * 

USAF, via telephone, his 13 April 2C11 staterr.enr. , which consisted 
of i two page questionnaire and his two page handwritten 
response/statement- and was submitted via SI PR e-mail zo Colonel 

(b)(3), (b)(6) , USMC, investigating officer for the above subject 
investigation . 

2. At the time of zhe swearing, I iftftf located at Camp Leatherneck, 
Afghanistan, and Staff Sergeant (b)(3), (b)(6) was located at Terre Haute, 
Indiana. 



(b)(3), (b)(6) 




Command Investigation Legal Advisor 



i 
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PRIVACY ACT STATEMENT 



(b)(3), (b)(6) 

Name: _ 

Rank/Rate: 4^ f/ F " ? 

Hatfc W ^ 



Telephone number: 



(b)(2) 



Today, \fc A#r 20 H , ] acknowledge that I have received tne following advisement 

under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1ST4 [Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below- 

1 AUTHORITY: 5 UAC. 301; 10 U.SX- 372, 1201-1221, 2733, 2tt*2734b, 2737, 5013, 5031- 
5036,5131-5150, 5947, 5148, 7205, 7622-7623; 28 U.S.G. 1346, 2671WJ! « 

3531 ; 27D1-W 3717^3718; 37 U5.C. 802; 33 LLS.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C. 31 01 ; 49 
U.S.C. 1901. 

2 , PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivors 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

e. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints, 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h Evaluation of procedures, operations, material, and designs by the Wavy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3 R OUTINE USES ; In addition to being used within the Department of the Navy and Defense for 
thepurpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance edministrators for 
determinations concerning payment of life Insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from lab l.ty far 
fossW o £ib»c funds and related fiscal matters; and to the Department o Jus Lushed 
litigation involving the Government Additionally, such investigations a « *°™^! urn!sheQ 
to agencies of the Department oUustice and to State or local aw enforcement an o .court 
authorities far use in connection with civilian criminal and oivu court proceedmgs^ The records 
of investigations are provided to agents and authorised representatives of persons involved in the 
incident, for use ir, legal or administrative mattered The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems. < 1 ne 
records are also furnished to agencies of the Federal, State, or tocai law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORVJVOLUNTARY DISCLOSURE- CONSEQUENC E S OF REFUSING TO DISCLOSE : 

a Where an individual is a subject of an investigation for purpose 2a or 2b, above :< 
Disclosure is voiuntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved m 
vour favor, but the final determination will be based on all the evidence in the Investigation 
records < If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption m 
vour favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination . 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to "nether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c Where an individual is a claiman E or potential claimant in an investigation for purpose 2e, 
above < Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under .nvestigation. 

d Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure Is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assfgn to the Government your medical care claims against third parties in connection with the 
incident, or authorize Withholding of the records of your treatment in naval medical facilities. 

e In anv other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation w.ll be mace 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) 







3 OF* 



SECRET// NC 



WITNESS STATEMENT 



(b)(3), (b)(6) 



N;LR]ti 



Address {Home or tffl\S$ 
(b)(2) 



(b)(3), (b)(6) 



(b)(3), (b)(6) 



Mobtlc Pficint 



I ( b )( 3 )< ( b )( 6 ) , hereby make the Following statement for 

the" COMMAND INVESTIGATION INTO THB FRIENDLY FIRE INCIDENT THAT 
OCCURRED ON 6 APRIL 2011 IN REGIONAL COMMAND-SOUTHWEST (g£- 
SW)( AFGHAN ISTAN). 



SEE ATTACHED STATEMENT 



1 swear (or affirm) that the information in the siaiement above and on the _2_ attached pagefs) is 



(b)(3), (b)(6) 



'(Date) 



{QCq L Ik&t Z 



Time 



(b)(3), (b)(6) 



(SignnlHrc a i' Officer Auitainzctl in Admmjsttr uauts per *n. i jf>. I .'CMJ'J 



(Dale) llWtt: 



: 
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(b)(3), (b)(6) 



* j) H/hcWdi . . — ■ — — 

~'\) TW*^ - ^QL>0 



fe^; 4-*~- ^ ^"** ^"^ " 



fcC^-.x i" -'^ ^^ ' b >< 3 »- (b)(6) ^ r 1 ^ g» ■ ^ -o ^ - 

(b)(1)l4a MIL ,J>~ ■»> f 

T- (b)(D1.4a /«-LC t^" (b)(1)1.4a _ 

4-1* Tm< iT^f (b)(3), (b)(6) \ w ^fi*r ^ *^ y 



(b)(3), (b)(6) 



W. ^-Wd frV- ^ V'^' ^--r ^2ta- (Wild! ***** 



^ (b )( i)i.4a y^TL -^-^ ^ — e ^ ^H^i^s^ 

AT ^^/^-z ( b)(l)l-4a f],^^ ^^e<L -^^ &^»g^ ^^'b^ 

V f) /Ajg/?^ __ 



ltfu-Hi.c , — r^" 

-1 *6 i)^^(b) (Di. 4 a j:d ^-^ fe*t,- w e - >M -<;^^-f-^ ^> aaft 

7 ^ \- ~- ■ ' ^■■t cJ.-'"'^ fee ' ^■^•'-^ (b)(3), (b)(6) 

---- t-^at" 

SCCnETZ/NOFORN 
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£ 5 ^ (b)(3), (b)(6) 



■VW ,fe^^r-'' L^^Q -MM ■ 
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- \€j\ , . - ■ 



-i " L ' J 



(b)(3), (b)(6) 
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SECF 

SCCRCTy/RCL USA, IfiAf, NATO 



1. Provide some background information on yourself (AFSC, DGS experience, etc.) 

2. How many combat missions have you sat in the seat for? 

3. Approximately how many hours? 

4. What do you consider to be your sources, reference documents or SOP's for mission execution 
of predator operations? (b)(i)i.4a operations? Assessments of PJD? 

5. Provide a brief synopsis of the events during the (b)(i)i.4a mission as you remember them 
{from time sensor moved to FF convoy to time when poss frat realised). 

6. What time did your shift start on the 6* of April? 

7. How long had you been in ihe seat before (b)(i)i.4a directed sensor to move to friendly 
convoy? 

3. Please explain the initial confusion in chat regarding 3 friendlies in FOV? 

a. [04:10:45] <DGS-IN_TCJ3E>3 fnendlies in FOV 

b. [04:11:25] <DG5-JN_TC_BE> pens are shooting W 

c. [04:11:31] <DGS~fN_TC_BE> disregard 

d. [04:11:36] <DGS-IN_TC_BE> not friendlies 

e. [04:11:46] <DGS-INJ~C_BE> unable to discern who pers are 

9. What lead to the callout stating that the pers were shooting west? 

10. The MIC posted in chat at D412Z that he saw possible muzzle flashes and DGS IN came back with 
cords IVO WO fl>)(i)i.4a . Was DG5 IN assessment still that pers were shooting 
towards the west away from the convoy? 

11. Was the feed ever reviewed to verify the direction of fire assessment? 

12. At 0413Z the MIC posted (b)(i)i.4a in chat. What is your understanding of the DGS role after 

(b)(i)i.4a has been posted in chat? 

13. At 0415Z DGS-lr\LTC_BE brought up the MIC \n wspr: 

a. [04:15:24] <DGS-1N_TC_BE> a fourth per snowed up and layeri down with pers 

b. [04:15:48] < (b)(i)i.4a _MIC>c 

c. [04:15:52] <DGS-[N_TC_BE> pers are shooting W and the convoy is to the E 

d. [04:17:54] < (b)(i)i.4a „MiC> doulble check cords 

e. [04:18:17] <DG5-IN J~C_BE> c 

f. [04:19:18] <DG5-lN_JC_BE>the coords we put in ma to chat are the coords for the guys were 
lookin at 

g. [04:19:26] <DGS-IN_TC_BE> IVO (b)(i)i.4a 

h. [04:20:28] < (b)(i)i.4a _MiC> distance is off 

14. It appears that the DGS IN assessment at this point was that the direction of fire was still 
towards the west and away from the convoy, it appears that there was concern enough over 
this assessment that a wspr to the MIC was warranted. Was there ever any consideration given 
that the pers in FOV may have been friendly forces? 

15. Was there ever a time when you felt tike the strike should have been aborted in order to verify 
friendly position? 

16. Did you feel that the MIC adequately addressed your concerns over the direction of fire? 



HCRETZ/rcELUSA, I SA1", NATO 
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17, Did you ever co nsider calling the MIC directly (phone?) to discuss the direction of fire 
assessment? 

IS, Would you expect the MIC to pass on your c* flout/assessment concerning the direction of fire 
the pilot, SO JTAQGFC? 

19. Do you think if you would have had DMCC Interphone capability, you would have had more 
situational awareness of the battle space? 

20. Did your crew conduct a debrief after the event and/or end of shift? 

21. Were any lessons learned discussed? 
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PRIVACY ACT STATEMENT 



Name:„ (b)(3Ub)(6) 
Rank/Rate: 

Unit: ^ Co Sfs? 



Telephone number: _ (b)(2) 

Today, ftfd. \ ( s' 20j_L I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 {Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY ; 5 U.S.C, 301; 10 U.S.C, 972, 1201-1221, 2733, 2734-2734b„ 2737 ? 5013, 5031- 
5036, 5131-5150, 5947, 6143, 7205, 7622-7623: 28 U.S.C. 1346, 2671-2680; 31 U.S-C. 240-243, 3521- 
3531, 3701-3702, 3717*3718; 37 LLS.C, 802; 38 U.S.C> 105; 42 U.S.C. 2651- 2653: 44 U.S.a 3101; 49 
U.S.C.1901. 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of ? or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints, 

Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

t Other determinations, as required, in the course of naval admin istration. 



g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : in addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors 1 benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 







ENCLOSURE 44 
1 OF 7 



Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings.< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions* 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an Individual is a subject of an investigation for purpose 2a or 2b 3 above :< 
Disclosure is voiuntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above: < Disclosure is 
voluntary, and if you do not provide the requested information any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination, 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e s 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d- Where the individual was treated at Government expense for injuries caused by third 
parties In connection with a matter being investigated for purpose 2e ? above: Disclosure is 
voluntary, but refusal to disclose the requested information couid result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record, 



(b)(3), (b)(6) 



(Signature and date) 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF CORPORAL (b)(3), (b )(6) ON APRIL 15, 2011 

1. On April 15, 2011 at Patrol Base Aicatraz I, Major (b)(3), (bm Major (b)(3), (b)(6) , and Captain^), (b)(6) 
interviewed Cpl (b)(3), (b)(6) to gather additional details on the actions related to the (b)(i)i.4a Hellfire strike 
on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6), the legal representative to the 
investigative team. 

2. Cpl (b)(3), (b)(6) carried the detailed compound map (GRG) for the patrol and was asked by Sgt 
(b)(3), (b)(6) to locate Building 58 just prior to the Hellfire strike. He identified Building 58 as being just 

adjacent to their position and the wrong building for the source of enemy contact. This information was 
passed to Sgt (b)(3), (b)(6) immediately prior to the impact of the Hellfire. He identified the source of the 
enemy fire as a building with two large "French Doors" to their West - Southwest. 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 



— 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 



Ran k/Rate : .//frt/if-S~ 

Unit: l ftf> Z^Pt.r 

Telephone number: _ (b)(2) 



Today, ) S f)f*& 20J_L I acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuate who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 UAC. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b,, 2737, 5013, 5031- 
5036, 5131-5150, 5947, 614S, 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 31 US.C, 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 UAC. 105; 42 U.S.C. 2551- 2653 j 44 U.S.C. 3101; 48 
U.S.C. 1901, 

2. PRINCIPA L PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action, 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property, 

d. Evaluation of petitions, grievances, and complaints, 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

Ik Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans 1 and survivors' benefits: to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; fo the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters- and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or tocsl law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems^ The 
records are also furnished to agencies of the Federal State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4 - MANDATOR Y/VOLUNTARY DISCLOSURE. CONSEQUENCES OF REFUSING TO DISCLOSE : 

a, Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is vo!untary,< You are advised that you are initially presumed to be entitled to have 
the [personnel determination} [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records,< If you do not provide the requested information, you will be entitled to a favorable 
determination If the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination- 

b. Where an individual is a subject of an investigation for purpose 2c 3 above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination, 

c. Where an individual Is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation, 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities, 

e P in any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(b)(3), (b)(6) jSflffl j 
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MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF INTERVIEW OF HM2 (b)(3), (b )( 6) ON APRIL 15, 2011 

t. On April 15, 2011 at Patrol Base Alcatraz I, Major (b)(3), (b)(6), Major (b)(3), (b)(6) , and Captain^), (b)(6) 
interviewed HM2 (b)(3), (b)(6) to gather additional details on the actions related to the (b)(i)i.4a Hellfire 
strike on Aprii 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6) the legal representative to the 
investigative team, 

2. HM2 (b)(3), (b)(6) arrived at the point of injury wrth Sgt (b)(3), (b)(6), HM2 (b)(3), (b)(6) immediately 
assessed SSgt Smith as Kl A and attempted to stabilize HN Rast His initial assessment of HN Rast's 
wounds made him believe that they were mortal due to the penetrating head trauma (large hole in the 
skull below the right ear). He inserted a breathing tube in HN Rast's throat and "had him alive" for ten 
minutes. Once he identified the HN Rast's penetrating head wound and had stabilized him as best he 
could he recommended immediate movement to the vehicles on Rt 611. HN Rast died of wounds during 
the movement from the point of injury to the vehicle load point on Rt 611- HM2 (b)(3), (b)(6) heard an 
exchange of gunfire during the movement of the casualties to Route 611. 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 



Rank/Rate: S&tT /&' 

Unit: A. - co^ i 

Telephone number: (b)(2) 

Today, j<T Afe^n— 20 h , I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must Inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 aS.C. 301; 10 U,S,C. 972, 1 201-1221 s 2733, 2734-2734b., 2737, 501 3, 5031- 
5036, 5131-5150, 5947, 6148, 7205 3 7622-7623; 28 U.S-C. 1346, 2671-2680; 31 240-243, 3521- 
3531 T 3701-3702, 3717-3718; 37 U3.C. 802; 38 U.S.C, 105: 42 U.S.C. 2651- 2653; 44 US.C. 3101 ; 49 
U.S.ai9Q1, 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave, 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

& Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES ; In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U-3. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use In connection with civilian criminal and civil court proceedings,* The records 
of Investigations are provided to agents and authorized representatives of persons Involved in the 
incident, for use in legal or administrative matters.* The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.* The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions, 

4. IWANDATORYATOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary-* You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resoh/ed in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c 5 above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Governments loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if ycu do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record, 



(b)(3), (b)(6) 



(Signature and date) 
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(b)(3), (b)(6) 



(b)(3), (b)(6) 
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(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

5ubj: SUMMARY OF INTERVIEW OF SERGEANT (b)(3), (b )(6) ON APRIL 15, 2011 

t On April 15, 2011 at Patrol Base Alcatraz I, Majors, (b)(6) Major (b)(3), (b)(6) and Captains, (b)(6) 
interviewed Sergeant (b)(3), (b)(6) to gather additional details on the actions related to the (b)(i)i.4a Hellfire 
strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6). the legal representative to the 
investigative team. 

% Sergeant (b)(3), (b)(6) was located in Vehicle 3 on Rt 611 along with HM2 (b)(3), (b)(6) when the strike 
occurred. He and HM2 (b)(3), (b)(6) immediately responded when casualties were indicated. He assessed 
SSgt Smith as KIA and HN Rast's wounds as mortal due to massive blood loss and penetrating head 
wound. He and HM2 (b )(3), (b)(6) worked for approximately 20 minutes to stabilize HN Rast. It then took 
30-40 minutes to move HN Rast and SSgt Smith to the vehicles. Sgt (b)(3), (b)(6)is a civilian (b)(3), (b)(6) 

(b)(6), (b)(3) 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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Rights Advisement Forms 



PRIVACY A( T OTA*i^r.Hf 



(b)(3), (b)(6) R«Sfefil#S;f ; 

Name: . ,r;~-x'-t"~~- 1 .. 

Activity: — 

t . t. (b)(2) 

T elephone number 

Today, jj lfcil ^ *' 20 -~& ! ; ' cl: » i:i -' le,:! E ! ^ ! ved the following advisement under the 
guidelines of the I'rr 

This statement is pH# ided l!I 8*^f^t? wilh Ss bflfife Privacy Act of 1974 (Public Law 

93-579) which recjuir 5 * 8 tl,a1 l' £ -i er ? ! Sgencles m-rai \rthm IMfih-iduals who are requested to furnish 
personal informatlSi! ^ lH) " 1 **WlW as to cerlafci fctis. WiMxiig the information requested below. 

1. AUTHORITY: 44 U.Ii.C. § 3{<H; 5 U.SX |ff}. -^fjccify, if possible, other statutory 
authority listed bcfe* ti)al i{i l ll:t: " lial ^PP^cHhlo In Sift matter under investigation. 

Authorities applicant t0 ***** investigations: 

a. Requirement IF 1 cl ^' 1 ^ members make Up Ejpg Ui f i. !e to misconduct or abuse of drugs 
or alcohol. 10 U.S.'' I™ 

b. Retirement or • ;S P arali «" flir I**** 1 disnhHit* Mj i I.S.C. §§ 1201-1221. 

c. Manual for 

d. Uniform Cod? Military faslice. I0U.B r ||tH 832, 869, 873, 935, 936, and 938- 
940. 

c. Military C!» Acl ' 

f. Foreign Claim* » 1 1 S.C §§ 2734, gMfc I ^ 

g. Emergency jir snemt,ri;!aimc 10 im f#** 

h. Non-Scope cM" ,s - § 2737 ' 

i. Duties of Sect-W ol th« Navy. I0U.S* §:IU> 

j, Duties of the W riCC r hiuf of Naval Open -tims Hi j j <?.C, §§ 5031-5033, 5035-5036. 



k 

Advocate 
5150. 



Duties n f t i,„ fjiircutJK ami Offices of the f Igjwji^ nf the Navy and dudes of die Judge 
cate General'. i# U ' S ' C - -031-5024, 5 1 -J i-5 H * -I V>, 5137-38, 5l4l-5142a, 5148- 

Duties of the t u,nl,,5,mla » l of|N Marine «' ^ ffjj j.s.C. § 5043. 
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m. Reservists' di?!!' 1 '''^' mui l ' 5Sl ' 1 benefits. f (1 f 1 & f $ 1074. 
n. Requirement contiucl. 16 P S ! ' § $ \ t, 

o. Promotion oN> ddcm P# '-H^upsiliomil safuly bjf qwrstwy of the Navy, 10 U.S.C. § 
7205. 

p. Admiralty el,i- : - 1(1 < • * 7«2-7<S23 

q. Federal Tort c"- i,n3A ««- t* H.8.C. §§ I34& : i^G. 

r . Financial !iabfP- v of a t: co?uitablu officers. &fl S3 || 3521 , 3527, 3531. 

s. Military person*!* 1 tmtl Employee* Mm fag f |964. 31 U.S.C. §§240-243. 

t. Federal Claiiii : :, ' ,!lectbn Act:; - 51 u - S - ( " 8|*S& * *2S. 3529, 3701-3702, 3717-3718. 

u. Forfeiture ofp.H7 fm * lil,lc |n:,i ;il,e 10 incapneiUuwm Mused by alcohol or drug use. 37 
U.S.C. § 802. 

v. Eligibility for ?« rtain veterans' benefits, 3fi J 14 ? \ i §f 

w. Postal claim,. §§4*16,2601. 

x. Medical Care fc*«*8 W 4? U.S.C. 265 J 10* 

y. Public Vessels ^ 1 1 S C. §§ 781-7U0 

z. Suits in Adrfi^Aci. « II.5.C. §§741 - >,< 

aa. Admiralty H^'^r Ad. mmtfm 

bb. Transportatib^ afel -^ 

2. PRINCIPAL j»t!HF08flE<Sl: The informal *$&!| m$ be solicited is intended principally 
for the following 

| Specify each purpd:-" lisled bc,lHV roi " whic}l t!,: - few "' d *f#W particular investigation could 
reasonably be used:! 

a. Determinations P lh * s, «" ,s ot personnel i-Htitlements to pay during disability, 

disability benefits, 0( ssma i rciirenienl pay InGttftg* {- pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, (km oJ — rir.-jiion of active obligated service, 
and accrual of anruirf' ' c,uc - 
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Rights Advisement Forms 



b. Determination <* d i'H:ip!i«sry or pimhivc mm 



c. Determination* t,n liability of personnel M Urnss [ij # damage to, public funds or 
properly, 

d. Evaluation of F' litio, ' s - g^nces. and M®$$®$ 

e. Adjudication ^ ,rsuh - w ^J^feS of claim.-, lor or ypg^j the Government or among private 
parties. 

f. Other deterrhH* st|ons ' acquired, in the cenvse »] administration. 

g. Public inform^ i,,1,rdEU ^- 

h. Evaluation of H ?ucec,l;rcfe '. "Potations, material, niu\ H*sigris by the Navy and contractors, 
with a'view to imjiiH 5 ''" 8 thc « (Fit-soicy and Safety ® Apartment of the Navy. 

3. ROUTINE U8?J : P ; m addition to being iwcd ->vitfiiii fits Departments of the Navy and 
Defense for the piirBf !;iC ( s ) M^Nl >^?Nte «l '^sirtigatkms are routinely furnished, as 
appropriate, to the fjspartmeni (lf Veterans Aflhiro fet qgjj jjj determinations concerning 
entitlement 'to veteBl iS ' 0011 st^ivore' benofHs; to S . - Group Life Insurance 
administrators for IgW^lflj^ottfi cniiccmiiig laymen! oj ; \im j nsm -ahce proceeds; to the U.S. 
General Accounting 9®®* fw afteMft#$g concerning relief of accountable 
personnel from for fePf Sf'p«6tte fu#« *mrt »W fiscal natters; and to the 
Department of JiistlH? forttKe ikpO« wvolyittg ihc ^ n iv-nt. Additionally, such 
investigations are gflfl**** fombM to S* N iJecariment of Justice and to State or 
local law enforcemei! 1 a,Ki i:(mii authorities for t}«a fii 9i»Hfceiten with, civilian criminal and civil 
court proceedings. !' !ie °* investigations are [m*>-.j<y apits and authorized 
representatives of r/:'" : ° ns Waived tjl the incident, foi jg | S g S j or administrative matters. 
The records are pid^ ded ,l! wtnlraelorS for use in sflHHegfctj, with settlement, adjudication, or 
defense of claims F*****! the tiovcrninrsn iii!d r.. ijj design and evaluation of 
products, services. ^^ttlS. The records an; alsfs (-m^itd to agencies of the Federal, State, 
or local law enfo! ce^ f *' :ilU,, -^ hi;i ilies - C0l!rt autfwirttips, a^iHisthitive authorities, and regulatory 
authorities for use '$ civilian tini.i mi lite i Hrninal, civil, administrative, and 
regulatory proccedli^ 3 ^ 1 

4. MANDA TOR*> V0Ul W *RY IH8CLOS1WE II I > p TSEQtflENCES OF REFUSING 
TO DISCLOSE: 

a Where disclosi** is v<J hff1t?iry, ftsjiaLially ne of the following statements, 

or a combination of* c foll » w< «B sJatemcnts, n.; ptW* 

{ 1 } Where an individual k a subject of an investigati* I for purpose 2a or 2b, above: 
"Disclosure is voiSH^' * m iue a dvised thal / <!, i are iui|jsij y presumed to be entitled to have 
the [personnel deter* hintio|tt l Mfccipltaary del itfmitisinagj |„ paragraph 2, above, resolved in 
vour favor, hut th« il i!al <ta*»iiMliwi will he | a$$d on ajl Hie evidence in the investigative 
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record. If you do flM P rov * t,c ,hc: requested mformatiMi will he entitled to a favorable 
determination if llic- i* cord "01 contain siifffcieial ^jg$fjsHi to overcome the presumption in 
your favor. If the 0®$^ ^ami does ccnUain ourni^hi evidence to overcome the 
presumption in yriiii : hiJ,vcvcr - your elc^i.i.rn ^ n-vide the requested information 
possibly could prevr nl LiiC WMtlpiWA tiovn fttoi&|fij| s : ;J>& n ee s which may be needed to 
support a favorable ^^miiml^u 

(2) Where ail jjf^Wffcttfl 8 dim im*#ip|i§fi lor purpose 2c, above: "Disclosure 
is voluntary, and |f J* a do 1so1 * tlt; ^«*Si Nt% airy determination as to 
whether you shoii^ ^ '^P 1 fnr Wptym&l $ $B %t ■wmmenL's loss wouid be based on the 
other evidence 3 $? »»**Mw ™d " 

(3) Where the ^^Uftl Is a fclainiant or pQjt^fjfjj Klgfg|gp jh an investigation for purpose 
2e. above: *t)i5cp EH£; * s VoUnt*^, M Ifi feeig&i the requested information couid 
prevent the invest^** 011 {imn flJftWMnj! ^^i^ Ww^tiion to substantiate any claim which 
you have made tfrP* m ^ the Govcnimcnl a* *, r.^iii of the" incident under 
investigation," 

(4) Where the U^Iiviciunl was ireated al $pftfgflM «xpense For injuries caused by third 
parties in conned ' vilh * I'^ing inve; iirpose 2e ; above: "Disclosure is 
voluntary, butrefe^ 10 ft* requested could resSifin a requirement for you 
to assign to the Gd^ rnmCn1 can-, plaipiti ^BS&i third Parties in connection with the 

idem, or author^ withhuWinfi uf the recorb nf ynm i in a Naval medical facilities." 



(5) In any oiH^ { uase: is vultmtaiy U y . )[x $ not provide Lhe requested 

information, any ^P^tetett# or evaluations mari^ SI g r ^i.sit of the investigation will be made 
on the basis of the ;^ idencr; 1tm1 h f n "*nined fa lUz hn^\0^k record." 

b. In the unusual ff^JW! a "iaiuk; f§|a|gtip| or lawful order of competent 

authority requires 9!l Mividu^ la f)isclo^e pun"irnih*i fnfes^KSfi Wr the Government's benefit in 
furtherance of a 0^- mmem policy, M v following statement should be 

used: "Disclosure $t$V$*$fy Ym particular ml&mt ii\km$im squired) is mandatory under 
(cite the statute, re ^ulaiion, oi order J, nnd refill] k: that information will subject you to 

possible disciplViSB' o^^SmiHal proceeding* jSfc^sfffg ^ tmy ot her information requested is 
voluntary (and im m P*Nb£ effec1r ' #3^ >$&i >*ctt to disclose it) (but election not to 

discSosetLinfbrrH^i° I1Cuilld 



(b)(3), (b)(6) 

^i^^uru and date) 
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(b)(3), (b)(6) 
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jfefi&Mffe* X ue^-s W WV*cVL-\^ former. \$pC ^ c^nd ^^-s 
J^a.sJ&d>m .^rexr "Secu.r t-k^ ^ror _4Vs*_ Canuo.uv < X Scanning ^QBcM- c^n<i 

"X do noV \r©m£m_Wc <-oW4r u><L Ao»W- <L»rrl*K^- *bu-f dT he^-rcL 

mift^Sna toVi^V Vgj&Mojfti likpV te^nc^ «m^..4^^^p3 (b)(3) (b)(6) 

SQffig^oe_ .osi^r ^urB&o " n*-^gcatfk _„ . > <bxs>.<bxe> sW-V 

J ) ^. 8 s^^s. IT h£^d_a« e^-pias'io^ cio%-e- ip 

itu-.ro^'T^ftO S^"- (b)(3Ub)<6) &n . .r&s^i e> , ** C&zj^l §dre. , C&z&l. 

fen? .jft^jfe ^AftA" TYV , ^fW^pl WO), (b)(6) :fjpatej. J^ifeigfi 

^O-O-UV ISO - £oOm^ ers aep 4as 4 j^ga^ ( 

sw^jl^*. S^vr^L V^eo-rj/^ oo^rV^r ftr£, "dad^ .were vac>V 4i\r^nA^A^x^ 

X-^icVl^ A-rucV^ &r&£jpV\<^ ^VVxl- rear . uMs re^^^ SB^ c; t j Uiu 

^u\^& posV mcVi tdVd ^eVtV^ ^ borjw, Idnm X V>aj<l rh6re- 



JSMh Z6 TvWes. life I ^mwte ^v a 

\j.c^ of ^ disfl^. ^ heo( ^ ^ 

^Jm* Vtaxfe £&JbV si At ^ ^od. wife ™«k >t- 4. 



j *-.r~ . .... . w . v „ ^ s-Lcs^n ooa^_ 

=Dgfc Astfc a^d .^bc frab .ooer^ .ICcfl. v (W ^ w w ^ 
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PftlVACJYAn #Afjg|fjgf|$ 

Name: t (b)(3) ' (b)(6) ^0^mj pi * $" L \ 

Activity: — - - — * ' ^-"g'i 

Telephone number <j 

Today. BU • 2i) U- ' »r-lf«mv|edge thai I have the following advisement under the 

guidelines of the Pr! : ' ,ig - v /1ye{ 

This statement is (P^SJ !H ^Mfence with tilt |^$$y|fj offfie Privacy Act of 1974 (Public Law 
93-579) which repP-' 3 tluii giNtftes m : ;ai individuals who are requested to furnish 

personal information ilbml as to certain i -hwHi n g the information requested below. 

1. AUTHORITY: 'H U.«.C. § 3lili; 5 U.S.f ' § 381. f|gMri$, if possible, other statutory 
authority listed bS- ,hat is |>'*'ifelly applicable 1o ilu. / iW n<«r under investigation. 

Authorities applied 10 various investigations. 

a. Requirement <M>' 1 enj5 ^««i members mak If lift ««{ ,j U5 10 misconduct or abuse of drugs 
or alcohol. 10 U.P J § 9/:! - 

b. Retirement or WPWkH iff plivwn! clisfibilih'. H< j j q c §§ 1201-1221. 

c. Manual for — Ls-Msmi^i 

d. Uniform Co* »f Mi,it; » % i!,si ' !:c 10 U :; ' ' §§«l : -. 832, 869, 873, 935, 936, and 938- 
940. 

e. Military ClEiri'i- Ac1 - MU^S-?' §2733. 

f. Foreign Claims ^ i«U,s r §§2734, ft$£ fflfa 

g. Emergency pa r i' ,rtcnl<! '" dsii, 'is lOtl.S.r fgftj 

h. Non-Scope |! >HS r. 1 2737. 

i. Duties of Se s$$# ol ^ 1 I J.S.< jj KM 1 

j. Duties of the. 4 '' ce c: bicl of Naval Opcr»iiw.s M jh or. §§ 5031-5033, 5035-5036. 

k. Duties of the ari{i uf lhc 1 ^Imun , t fthe Navv and duties of the Judge 

Advocate Genera!. W U ' S - r ' II ^2I-S024, 5U! 51 Ji :», 5 . 5 l37-3«. 5141-51423, 5148- 

S f 50. 

1. Duties of the £00Mm<t Hie Marine ; ftl p : , i [} j | * (; ^ W43 
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m. Reservists' il,nl (ic «l" benefits 1 1 f.S i § j 074 

n. Requirement wfOKniptiiV amducL I01l.fl/ | ^7 

o. Promotion el «*M6fiJ ftittl occupational k %<3fia^ of the Navy. 10 U.S.C. § 
7205. 

p. Admiralty -:^" s - fi^P^ 

q. Federal TcH 5 '• tein,s ' Vcl - ^iJ.SC^ m.« $4 jgg|fc 

r. Financial HsSM&y 01 officer III'} If gg 352 1, 3527, 3531. 

s. Military PersH lliei u,kI civilian Employe:;,' f'lniuu. f!964. 31 U.S.C. §§ 240-243. 

t. Federal Cl?ir ! : fcNNrtfc* ftSH 3 1 U.fJ.J §§ J V: \ . 1555, 3529, 3701-3702, 371 7-3718. 

u. Forfeiture nf l-W for N rl,le 10 te^Ptf&pflfiB ;. s , !se< j by alcohol or drug use. 37 
U.S.C. § 802. 

v. Eligibility fcf ;tjrti,ii! vacrcms' benefits. 48 If ti.i g i r>5. 

w. Postal clainr §S ^06, 26(H - 

% Medical R^ary Act. 42 U.S.C. §§ j|g 

y. Public Verse" Ac! " 46 1 1 y r §8 nwm 

z. Suits in Ac!tn" al, y A,1 <- 0M%$ W? 

aa. Admiral^P-- ia!3 "' ,lAa 4fj U.S.C. § /--Mi 

m Transport.**'" Solv.ty ^ 49 U.S.C .g IMI 

2. PRINCIPAL p»»RI'OSK{8): The infomw 1 1 ( hU, , be solicited is intended principally 
for the following 

|Spccify each puniHr' lisU:£ ' hd{,v ' r °'' which " tt: ! fHlie particular investigation could 
reasonably be aseti:l 

a. Determination 0,1 ,lle !i,a(,,s $ personnel regard** *,tittemeiits to pay during disability, 
disability benefits, 'fit****** W- i^ifcmcnt pay. tafttHftg it f pay f or longevity, survivor's 
benefits, mvoluriteK «[*Wto»W nf enlistments elates nf --riration of active obligated service, 
and accrual of amit"'' CI1V ' ; 



, i r i.i m r.i. I m n n i n I I M l ill ■ » 

Naval Justice Sclir 09/09 
Publication l*-4l 

— 



Rights Advisement Forms 



b. DetermmaiHi- oniltscipli.inr.- or punitive act it hi 

c. UeterminatiirP 011 llabl,U V nt P Ers ™nel far foro y..i nr damage to, public funds or 
property. 

d. Evaluation .^T-Mw. ;;rici'aneci!. arid L i: mplamJ ; ; 

e. Adjudication «» nfclaiim hn m -<m\w the Government or among private 
parties. 

f. Other deterrm :wiiona - W required, in the thirst ni fjjfeg| administration. 

g. Public infotij^iionn-leiises. 

h. Evaluation of i ;i ' yct:d! "'^ operations, . ,'iai urn H^tgns by the Navy and contractors, 
with a view to imj*» tv,ll » *W *0» "I ffig jfenmimenloftheNavy. 

3. ROUTINE I)sf* ; ln l*» bel "8 used vvilhin Hi,:, Derailments of the Navy and 
Defense for the $fRW) indicated above, rccwds of iui^Hgatioiw are routinely furnished, as 
appropriate, to the Df*J » f VpM* Affairs |f) |gg ; n determinations concerning 
entitlement to W survivors' benefits, m Sc.-"*^^^ Group Life Insurance 
administrators for #iemmwlt» .its cimcerntug payment of hf e insurance proceeds; to the U.S. 
General Account^ '' m f K fa < Wises of dc; nnMifflj ^teeming relief of accountable 
personnel from 1 <01 ,n;:SRS »l P ,|I,I|C N "te«ed fiscal matters; and to the 
Department ofJusiiP- " sc in litigation involving fie j ^vernhient. Additionally, such 
investigations arc |gf»«^«J«a banished to qgeucis nt tb;. Ijepartment of Justice and to State or 
local law enforce^ 1 ' and co,) r' authorities for use in ^ina^tjon with civilian criminal and civil 
court proceedings. ' lic rc ' : "ids of investigation arc \wu . ?,y to agents an d authorized 

representatives of jj"r J '^° ns l,,Vl ( ' v ~d dt<3 Bar ; t s g a j or administrative matters, 

The records are pro - M l(! »WtWJ(*a for use in cowie*^, tfgjj settlement, adjudication, or 
defense of claim:; if " r *P&m) ' *nvemniei.>. and h.-* ggjj j n design and evaluation of 
products, services, «" d F 'i t: rwm 'ds «i«0 f»Ht!shed to agencies of the Federal, State, 

or local law enfoice ilK ' m "ulhmities, court aulho.ilics. ^liiiinlsiralive authorities, and regulatory 
authorities, for use V w ^ c;ivilii,tl M militaj , criminal, civil, administrative, and 

regulatory proceed?*"* 8 *N a<: '' l,i ' :i 

4. MANDATOI?;r fVOU,w ARV DISCIA>miBI I i d : i SEQUENCES OF REFUSING 
TO DISCLOSE: 

a. Where disc'c>s !ii ' e is v "->bHitary, rmisuidii!. k fcitj- Bsc one of the following statements, 
or a combination of ,,,e fo "a«''»« statements, nn nppiicabL. 

( I ) Where an {ti'-' ivkl "al Is a Sllbjecl of all inuestigattw,, for prapose 2a or 2b, above: 
•'Disclosure is voIi«< M . r - v ' . v *» ? ra » slviscd lha ' *« nrs (flftfeliy presumed to be entitled to have 
the [personnel detdv' inat,0H -s! (disciplinary <$Ml»tM ft paragraph 2. above, resolved in 
your favor, but the determination will he based on ;:!> s! .- evidence in the investigative 
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record. If you do P rwvitfe I,se requested inibrrnaiiun v ^jj be entitled to a favorable 
determination if Its-: ! * ont < lci;S noi co,l,ail1 sufficient to overcome the presumption in 

your favor. If the completed does contain .wffimyn -yidence to overcome the 
presumption in 0} favor- ,ll,lw,:Vcr - !il bhmifc the requested information 

possibly couid pjfcfr"" 1 tilr investigation from fiblaiiiiuj; Uff&fjgg, which may be needed to 
support a favorafcit d«»er»iiiKtl««t. v 

(2) Where sis H : ' ,ivitlllal i:: " 0ril » tttVllfi^ttHH for purpose 2c, above: "Disclosure 
is voluntary, and ll »«l p¥i<fo the requested in^fg^ any determination as to 
whether you shoM U iw llc|(| ,br repayment of the ( v: VS! rnmehifa loss would be based on the 
other evidence ir. ffl ,nVt:s Hgative lecord." 

(3) Where me N ivi£i " :i1 k n t-burtuini or |.oicniial ^iHlmaht in an investigation for purpose 
2e, above: "Disdc^ »*»lilirtar> hl " rcmri!ii ln ft^H^ she requested information could 
prevent the invest!| ;;ticm obtaining sufficient infh»u a y Qn ^ substantiate any claim which 
you have made cr ,m,l;c °? !,jf » s * ,he Government a:> a ^siilt of the incident under 
investigation," 

(4) Where llie MjfN Vl,y »' ^iMRCBi tarij&ifeS for injuries caused by third 
parties in connect^ 5 m ^ W"B inveslirui^ti fas panose 2 e , above: "Disclosure is 
voluntary, but refill 1 10 «*kp» <hs requested inlbmialmi, c ;>ujd result in a requirement for you 
to assign to the GoV: rnl,ncm y»w medical cur-, claim:; «w ?h2t ifijjd parties in connection with the 
incident, or author!- ' ^holding nf the records of ynm ^timst { n aNaval medical facilities." 

(5) In any otfei ^ "Disdusure is voluntary, attd jr JOB do not provide the requested 
information, any M ii"msttn;is or evaluation:.: iwtiku a ,^ Xi \ t Q f tf, e investigation will be made 
on the basis of the j**W«WB Unit is «ml»ined in the mvcsjs^Hy- record." 

b. In the unusuil "Pg^ wherc « ^^'^ ^illation, or lawful order of competent 

authority requires ww"*wl io disclose paritaular inhnqiaildji for the Government's benefit in 
furtherance of a Otf vy, ' ,im '- ll( l^ttJrosl, policy, Of cmjeeffix ^ following statement should be 
used: "Disclosure c ;i < £ P'-'- :i 'y die particular rclcvanl ian^.i : .j; on re qu i re< 3) i s mandatory under 
(cite the statute, j-^idatiou. or order), and kUh.-A (e dis».ii.^ i| ra t information will subject you to 
possible disciplir^H ar .J. r,, » 5l,!,f proceedings, t , my otheir information requested is 

volumarv, (and insfl vvm inverse effects if yon dun ,i 0t l0 disclose it) (but election not to 
disclose the infotiii.-! i!on Co »W •• 



(b)(3), (b)(6) 
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CPL (b)(3), (b)(6) .; y V- (b)(3), (b)(6) 

/ , ... v (b)(3) ' (b)(6) 



On 4 ./4(,/.i\ SOW GJ(L. tfe|% -VUe- Gji^C <rV o-^oa^ 6'>£C. 

X. CO&.S ov.viw^ Lc^l (bK3MbK6) as my ja^<L^ 

^ W (b)(3)(b)(6) as my UfeWcle. cov-wwo^W; CJd Uea<^eA {\c^^\ 

BouaUv . 

4oO K.-f^c-. ^ (b)(3Ub)(6) mJU fr ft^ a#e~^ 4o eyef? 

V\ (b)(1)1.4a 

Y#iUiic\ -Raske? £m>£w,o^6u«i^ towifouKO 513 -from J-We cta^e 

4-ke -a\v ern ^mk* "*4 *4 i-Wyv.- _W4.M <b)(3),<b)(6) 4o Ae"f ei/£vyo»*e 

4o . < b >< 1 > 1 - 4a Eccoc^e. Uc .^.iC.Kly seycf . j^e, co^cc^ gWci "Q/V. 

After ^jr?^.„ 6j06 ^eW^^rjrkc.y ... 1 f F .^V^VYPk 1 e . %&M$£tk§ 



_COVey beccLO^-g- 4-Uey ■goi w^v-k ..^^ .-a WH^gv^;- <b)<3)<b)<6) 
4\\t* Called ^j^. a^ dft v^uyi'? ^J^jggJ i-^ coye^/ "T^ey 

C._jpl < b )< 3 )'< b )< 6 > so,;& s m^ tA (b)<3Ub)<6) .a^&* ug& (b)(1)1 - 4a iMl 



(b)(1)1.4a 
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}p-*m feb^ X- U^d JS|§r . <b)(3Ub)(6) jkil ''gmtMteC 

Me Safe ixj^b la^^o> rr^icV ok 0> ~7£e 

-F* 6J&5 oJo^ ■lftkfe^..M B slflLj^wlivv^,. ^-^ <b)<3) <b)<6) ^kd 

&^«%| Uve L>i* iMie 5^, (b)(3).(b) ( 6, ^5jf, 5w,,4u 

/5D^ - pacwX 4 ell 

i Wt 

4Ww secc^^ce^ 4-We ..Q8&p^. lfo^ . .f /jww^ -^ai^ _ .. Ijfec^, ■ AaiA. ka ^Ht : guff 1 
+^ k/ k 4o fife ^IrflL^n? - A* 

.J^S^^M ( b )o). ( b )(e) 4^ £ JC ^(( vysy ^g flfep r-T ^ 

l^oVe. i<eJa Jlfesdlb 



(b)(3), (b)(6) 



(b)(3), (b)(6) 
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Pages 398 through 399 redacted for the following reasons: 



Page 18-19 of 1 1-009 BOB and Death of Rast - Smith - part 16 is redacted under FOIA exemption (b)(1) 1.4a 
Pages 18-19 of 1 1-009 BOB and Death of Rast - Smith - part 16 is redacted under FOIA exemption (b)(l)1.4a 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 
Rank/Rate: CW2 
Unit: C CO 1-214 
Telephone number: (b)(2) 

Today, April 18, 2011, 1 acknowledge that I have received the following advisement under the 
guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : S U.S.C, 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b, T 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C, 1346, 2671-2680; 31 U.S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C, 105; 42 U.S.C. 2651-2653; 44 U.S.C, 3101; 49 
U.S.C. 1901, 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for fosses of, or damage to, public funds or 
property, 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication; pursuit, or defense of claims for or against the Government or among private 
parties, 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purposed) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors 1 benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
Losses of public funds and related fiscal matters: and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings.< The records 
of investigations are provided to agents and authorized representatives of persons involved In the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems <: The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions, 

4. MAMDATORYA/OLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above: < 
Disclosure is voluntary* < You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations! in paragraph 2, above, resolved in 
your favor, but the final determination will be based on alt the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c 4 above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above; Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure Is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evident that is mirfbineri in the investigation record. 



(b)(3), (b)(6) 




re and date) 



: 
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fwiTNESS STATEMENT 



(b)(3), (b)(6) 


CW2 


(b)(3), (b)(6) 


Name 


Rank/Rale 


Social Security Number 


PILOT IN COMMAND 




C CO 1-214 








(b)(3), (b)(6) 






Address ("Home or Office) 






(b)(2) 






Office Pftftw 




Mobile Phone 



L (b)(3), (b)(6) j hereby make the following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 
APRIL 201 1 IN REGIONAL COMMAND-SOUTHWEST (RC-SW)(AFGHANISTAN). 
On 6 April 201 lat 0926 the 9 line dropped in Transverse for 1/23 QRF/2D Recon Medevac. My 
1 si up crew of (b)0)i 4a and Chase of (b)d)i.4a were immediately alerted. I was the Pilot in 
Command of (b)(i)i.4a and the Air Mission Commander of both ships. Both Aircraft were airborne 
by (b)(i)i.4a At 160 knots both aircraft were on station withift>( 1 > 1 -ftiinutes (b)(i)i.4a Immediately after 
launching I was in contact with (b)(i)i.4a , I informed (b)(i)i.4a and (b)(i)i.4a who was overhead 
that I would remain west of the wadi until LZ (bxi)i.4a was called dear. After approximately)^ 
minutes 5 (b)(Di.4 a> 1 asked (b)d)i.4a what the holdup was and he then informed me that the patients 
were being transferred from PB Alcatraz to PB (b)(Di.4a T continued to hold and after aboutb)d)i.4a 
minutes. (bxi)i.4a I asked (bxiMa again what die holdup was. He then told me that the vehicles 
were under fire and he was launching his QRF vehicle, I promptly told (bxi)i.4a ihat I ha$xi)i.4a 
minutes to get the patients to the Role 3 within the golden hour which would expire at (bxi)i.4a. I 
also informed (bxi)i.4a that if he gave me a grid and told me the patients were unstable or 
crashing that I would ingress into the hot LZ where they were and retrieve them. (bxi)i.4a then 
told me he had no communications with the ground element at PB Alcatraz and did not know the 
status of the patients. At approximately (bxi)i.4a informed me that there was now one 
ICIA. I asked him if it was one of the patients who he said he had no communications with or a 
new injury and he told me it was one of the existing ones. I passed this information to SPC 

(b)(3), (b)(6) who was working the operations desk at FOB Edinburgh, By about (bxi)i.4a 
informed me that the second patient was now KIA. I then passed this information to SPC 

(b)(3), (b)(6) again. I was told by my operations to stay on station and retrieve the KIA individuals. 
At the airspeed I can fly in my aircraft 1 could have retrieved the individuals at PB Alcatraz by 
(bxi)i.4aand with(i)i*xi)i minutes on the ground I could have had them to Bastion Role 3 by(bxi)i.4ato 
(bXDi .4^x1 )i.a»(i)i -minutes before they were pronounced KIA, and in that flight time they would have 
been receiving life saving care by my certified flight medic. 



I swetfr ( or affinrrt that the information in the statement above and on the attached page{s) is 

or belief. 



(b)(3), (b)(6) 



(Date) Time 





3 0FH 



-mi RCL Uo.\. 'SAT, NATO 



( Pes ( 0^(^ 

(Sijiiiamri; of Officer Authorized to Administer Oaths per Art 1 36. UCVIJ j (Da'x) Ti me 



Sworn to bef° r f* tfas Hatp 

(b)(3), (b)(6) 



— 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 



Rank/Rate: S&tT /&' 

Unit: A. - co^ i 

Telephone number: (b)(2) 

Today, j<T Afe^n— 20 h , I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must Inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : 5 aS.C. 301; 10 U,S,C. 972, 1 201-1221 s 2733, 2734-2734b., 2737, 501 3, 5031- 
5036, 5131-5150, 5947, 6148, 7205 3 7622-7623; 28 U.S-C. 1346, 2671-2680; 31 240-243, 3521- 
3531 T 3701-3702, 3717-3718; 37 U3.C. 802; 38 U.S.C, 105: 42 U.S.C. 2651- 2653; 44 US.C. 3101 ; 49 
U.S.ai9Q1, 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave, 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

& Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES ; In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U-3. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use In connection with civilian criminal and civil court proceedings,* The records 
of Investigations are provided to agents and authorized representatives of persons Involved in the 
incident, for use in legal or administrative matters.* The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.* The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions, 

4. IWANDATORYATOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary-* You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resoh/ed in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c 5 above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Governments loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if ycu do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record, 



(b)(3), (b)(6) 



(Signature and date) 



2GF5 



(b)(3), (b)(6) 



(b)(3), (b)(6) 

: T 



Ot^C£ *VT ^rvSS^rrrci^ ^oM5^ .. _Pru^ Fourth \I£V&CJ~&$> ^p-^-S^ . Arf^cru;^ TCb F'xOS *ScruvH 

^Jl) TSSfcA-^ 7\HlSir^ TKT^-Ci_ X^Ts T^tC lt &?J3^ Z^^"^ TX-fe" UJ&ST Sj=rn>i£ £TF ItcT^riT (^U _ 

SbsE nt^t ^x^i tsl .Lrttf^ .j^ks taac#-. gr tM&&< !^8SSSa> ^^"^^ 
j^e... mext rs^rrrc_ th^t" g .tf®w£> t*te. . m*w-> v^^^ ^S, r J^5j?)(3), (bx^jXttCgMMt . 

7^ aoT>. .te^^iW^. 4£U3T^e^rL r (b)(3), (b)(6) ^^L^jm^-M^^L^f^^sM *K5...UJxn-L_ 

^^JSIJ^. lW5t>^Ot_ ftftfti^ "BSfei^Ni i>s^r..^_t^ .C^S^T^-^a^S- 

__liOlTlto^_^.^uTtrS^ feii (b)(3), (b)(6) ..ps^O. X M&ffifg. JjUS<$t?f^gt jS^^SgS^ ASPS^Sfl^^Sfc 
|Jft_«3;rfEh "TttOS^ fs^^>p^h^S. t (b)(3), (b)(6) 713 0^*5J=- T^^A^ 

P/cct^ rbf^ lurcTsr^ tbn^ (b)(3), (b)(6) a^jtd ^ gmftM^Jfe ^ ^ &i&r &J*9r ru h4tT 
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(b)(3), (b)(6) / T ' ArPfijri^io-t { 



(b)(3), (b)(6) 
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MEMORANDUM FOR THE RECORD 

5ubj: SUMMARY OF INTERVIEW OF SERGEANT (b)(3), (b )(6) ON APRIL 15, 2011 

t On April 15, 2011 at Patrol Base Alcatraz I, Majors, (b)(6) Major (b)(3), (b)(6) and Captains, (b)(6) 
interviewed Sergeant (b)(3), (b)(6) to gather additional details on the actions related to the (b)(i)i.4a Hellfire 
strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6). the legal representative to the 
investigative team. 

% Sergeant (b)(3), (b)(6) was located in Vehicle 3 on Rt 611 along with HM2 (b)(3), (b)(6) when the strike 
occurred. He and HM2 (b)(3), (b)(6) immediately responded when casualties were indicated. He assessed 
SSgt Smith as KIA and HN Rast's wounds as mortal due to massive blood loss and penetrating head 
wound. He and HM2 (b )(3), (b)(6) worked for approximately 20 minutes to stabilize HN Rast. It then took 
30-40 minutes to move HN Rast and SSgt Smith to the vehicles. Sgt (b)(3), (b)(6)is a civilian (b)(3), (b)(6) 

(b)(6), (b)(3) 

3. I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 



z 
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PRIVACY A( T OTA*i^r.Hf 



(b)(3), (b)(6) R«Sfefil#S;f ; 

Name: . ,r;~-x'-t"~~- 1 .. 

Activity: — 

t . t. (b)(2) 

T elephone number 

Today, jj lfcil ^ *' 20 -~& ! ; ' cl: » i:i -' le,:! E ! ^ ! ved the following advisement under the 
guidelines of the I'rr 

This statement is pH# ided l!I 8*^f^t? wilh Ss bflfife Privacy Act of 1974 (Public Law 

93-579) which recjuir 5 * 8 tl,a1 l' £ -i er ? ! Sgencles m-rai \rthm IMfih-iduals who are requested to furnish 
personal informatlSi! ^ lH) " 1 **WlW as to cerlafci fctis. WiMxiig the information requested below. 

1. AUTHORITY: 44 U.Ii.C. § 3{<H; 5 U.SX |ff}. -^fjccify, if possible, other statutory 
authority listed bcfe* ti)al i{i l ll:t: " lial ^PP^cHhlo In Sift matter under investigation. 

Authorities applicant t0 ***** investigations: 

a. Requirement IF 1 cl ^' 1 ^ members make Up Ejpg Ui f i. !e to misconduct or abuse of drugs 
or alcohol. 10 U.S.'' I™ 

b. Retirement or • ;S P arali «" flir I**** 1 disnhHit* Mj i I.S.C. §§ 1201-1221. 

c. Manual for 

d. Uniform Cod? Military faslice. I0U.B r ||tH 832, 869, 873, 935, 936, and 938- 
940. 

c. Military C!» Acl ' 

f. Foreign Claim* » 1 1 S.C §§ 2734, gMfc I ^ 

g. Emergency jir snemt,ri;!aimc 10 im f#** 

h. Non-Scope cM" ,s - § 2737 ' 

i. Duties of Sect-W ol th« Navy. I0U.S* §:IU> 

j, Duties of the W riCC r hiuf of Naval Open -tims Hi j j <?.C, §§ 5031-5033, 5035-5036. 



k 

Advocate 
5150. 



Duties n f t i,„ fjiircutJK ami Offices of the f Igjwji^ nf the Navy and dudes of die Judge 
cate General'. i# U ' S ' C - -031-5024, 5 1 -J i-5 H * -I V>, 5137-38, 5l4l-5142a, 5148- 

Duties of the t u,nl,,5,mla » l of|N Marine «' ^ ffjj j.s.C. § 5043. 
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m. Reservists' di?!!' 1 '''^' mui l ' 5Sl ' 1 benefits. f (1 f 1 & f $ 1074. 
n. Requirement contiucl. 16 P S ! ' § $ \ t, 

o. Promotion oN> ddcm P# '-H^upsiliomil safuly bjf qwrstwy of the Navy, 10 U.S.C. § 
7205. 

p. Admiralty el,i- : - 1(1 < • * 7«2-7<S23 

q. Federal Tort c"- i,n3A ««- t* H.8.C. §§ I34& : i^G. 

r . Financial !iabfP- v of a t: co?uitablu officers. &fl S3 || 3521 , 3527, 3531. 

s. Military person*!* 1 tmtl Employee* Mm fag f |964. 31 U.S.C. §§240-243. 

t. Federal Claiiii : :, ' ,!lectbn Act:; - 51 u - S - ( " 8|*S& * *2S. 3529, 3701-3702, 3717-3718. 

u. Forfeiture ofp.H7 fm * lil,lc |n:,i ;il,e 10 incapneiUuwm Mused by alcohol or drug use. 37 
U.S.C. § 802. 

v. Eligibility for ?« rtain veterans' benefits, 3fi J 14 ? \ i §f 

w. Postal claim,. §§4*16,2601. 

x. Medical Care fc*«*8 W 4? U.S.C. 265 J 10* 

y. Public Vessels ^ 1 1 S C. §§ 781-7U0 

z. Suits in Adrfi^Aci. « II.5.C. §§741 - >,< 

aa. Admiralty H^'^r Ad. mmtfm 

bb. Transportatib^ afel -^ 

2. PRINCIPAL j»t!HF08flE<Sl: The informal *$&!| m$ be solicited is intended principally 
for the following 

| Specify each purpd:-" lisled bc,lHV roi " whic}l t!,: - few "' d *f#W particular investigation could 
reasonably be used:! 

a. Determinations P lh * s, «" ,s ot personnel i-Htitlements to pay during disability, 

disability benefits, 0( ssma i rciirenienl pay InGttftg* {- pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, (km oJ — rir.-jiion of active obligated service, 
and accrual of anruirf' ' c,uc - 
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b. Determination <* d i'H:ip!i«sry or pimhivc mm 



c. Determination* t,n liability of personnel M Urnss [ij # damage to, public funds or 
properly, 

d. Evaluation of F' litio, ' s - g^nces. and M®$$®$ 

e. Adjudication ^ ,rsuh - w ^J^feS of claim.-, lor or ypg^j the Government or among private 
parties. 

f. Other deterrhH* st|ons ' acquired, in the cenvse »] administration. 

g. Public inform^ i,,1,rdEU ^- 

h. Evaluation of H ?ucec,l;rcfe '. "Potations, material, niu\ H*sigris by the Navy and contractors, 
with a'view to imjiiH 5 ''" 8 thc « (Fit-soicy and Safety ® Apartment of the Navy. 

3. ROUTINE U8?J : P ; m addition to being iwcd ->vitfiiii fits Departments of the Navy and 
Defense for the piirBf !;iC ( s ) M^Nl >^?Nte «l '^sirtigatkms are routinely furnished, as 
appropriate, to the fjspartmeni (lf Veterans Aflhiro fet qgjj jjj determinations concerning 
entitlement 'to veteBl iS ' 0011 st^ivore' benofHs; to S . - Group Life Insurance 
administrators for IgW^lflj^ottfi cniiccmiiig laymen! oj ; \im j nsm -ahce proceeds; to the U.S. 
General Accounting 9®®* fw afteMft#$g concerning relief of accountable 
personnel from for fePf Sf'p«6tte fu#« *mrt »W fiscal natters; and to the 
Department of JiistlH? forttKe ikpO« wvolyittg ihc ^ n iv-nt. Additionally, such 
investigations are gflfl**** fombM to S* N iJecariment of Justice and to State or 
local law enforcemei! 1 a,Ki i:(mii authorities for t}«a fii 9i»Hfceiten with, civilian criminal and civil 
court proceedings. !' !ie °* investigations are [m*>-.j<y apits and authorized 
representatives of r/:'" : ° ns Waived tjl the incident, foi jg | S g S j or administrative matters. 
The records are pid^ ded ,l! wtnlraelorS for use in sflHHegfctj, with settlement, adjudication, or 
defense of claims F*****! the tiovcrninrsn iii!d r.. ijj design and evaluation of 
products, services. ^^ttlS. The records an; alsfs (-m^itd to agencies of the Federal, State, 
or local law enfo! ce^ f *' :ilU,, -^ hi;i ilies - C0l!rt autfwirttips, a^iHisthitive authorities, and regulatory 
authorities for use '$ civilian tini.i mi lite i Hrninal, civil, administrative, and 
regulatory proccedli^ 3 ^ 1 

4. MANDA TOR*> V0Ul W *RY IH8CLOS1WE II I > p TSEQtflENCES OF REFUSING 
TO DISCLOSE: 

a Where disclosi** is v<J hff1t?iry, ftsjiaLially ne of the following statements, 

or a combination of* c foll » w< «B sJatemcnts, n.; ptW* 

{ 1 } Where an individual k a subject of an investigati* I for purpose 2a or 2b, above: 
"Disclosure is voiSH^' * m iue a dvised thal / <!, i are iui|jsij y presumed to be entitled to have 
the [personnel deter* hintio|tt l Mfccipltaary del itfmitisinagj |„ paragraph 2, above, resolved in 
vour favor, hut th« il i!al <ta*»iiMliwi will he | a$$d on ajl Hie evidence in the investigative 
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record. If you do flM P rov * t,c ,hc: requested mformatiMi will he entitled to a favorable 
determination if llic- i* cord "01 contain siifffcieial ^jg$fjsHi to overcome the presumption in 
your favor. If the 0®$^ ^ami does ccnUain ourni^hi evidence to overcome the 
presumption in yriiii : hiJ,vcvcr - your elc^i.i.rn ^ n-vide the requested information 
possibly could prevr nl LiiC WMtlpiWA tiovn fttoi&|fij| s : ;J>& n ee s which may be needed to 
support a favorable ^^miiml^u 

(2) Where ail jjf^Wffcttfl 8 dim im*#ip|i§fi lor purpose 2c, above: "Disclosure 
is voluntary, and |f J* a do 1so1 * tlt; ^«*Si Nt% airy determination as to 
whether you shoii^ ^ '^P 1 fnr Wptym&l $ $B %t ■wmmenL's loss wouid be based on the 
other evidence 3 $? »»**Mw ™d " 

(3) Where the ^^Uftl Is a fclainiant or pQjt^fjfjj Klgfg|gp jh an investigation for purpose 
2e. above: *t)i5cp EH£; * s VoUnt*^, M Ifi feeig&i the requested information couid 
prevent the invest^** 011 {imn flJftWMnj! ^^i^ Ww^tiion to substantiate any claim which 
you have made tfrP* m ^ the Govcnimcnl a* *, r.^iii of the" incident under 
investigation," 

(4) Where the U^Iiviciunl was ireated al $pftfgflM «xpense For injuries caused by third 
parties in conned ' vilh * I'^ing inve; iirpose 2e ; above: "Disclosure is 
voluntary, butrefe^ 10 ft* requested could resSifin a requirement for you 
to assign to the Gd^ rnmCn1 can-, plaipiti ^BS&i third Parties in connection with the 

idem, or author^ withhuWinfi uf the recorb nf ynm i in a Naval medical facilities." 



(5) In any oiH^ { uase: is vultmtaiy U y . )[x $ not provide Lhe requested 

information, any ^P^tetett# or evaluations mari^ SI g r ^i.sit of the investigation will be made 
on the basis of the ;^ idencr; 1tm1 h f n "*nined fa lUz hn^\0^k record." 

b. In the unusual ff^JW! a "iaiuk; f§|a|gtip| or lawful order of competent 

authority requires 9!l Mividu^ la f)isclo^e pun"irnih*i fnfes^KSfi Wr the Government's benefit in 
furtherance of a 0^- mmem policy, M v following statement should be 

used: "Disclosure $t$V$*$fy Ym particular ml&mt ii\km$im squired) is mandatory under 
(cite the statute, re ^ulaiion, oi order J, nnd refill] k: that information will subject you to 

possible disciplViSB' o^^SmiHal proceeding* jSfc^sfffg ^ tmy ot her information requested is 
voluntary (and im m P*Nb£ effec1r ' #3^ >$&i >*ctt to disclose it) (but election not to 

discSosetLinfbrrH^i° I1Cuilld 



(b)(3), (b)(6) 

^i^^uru and date) 
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(b)(3), (b)(6) 







(b)(3), (b)(6) 



-3E \ocjpMA MiC 4 e£ Cer^o^. jgfc \ept- f% fVl fcflTWZ. 

xk:W 4^jfvV \V uoifls te.jmftAe Our up NV4k r W 

jfefi&Mffe* X ue^-s W WV*cVL-\^ former. \$pC ^ c^nd ^^-s 
J^a.sJ&d>m .^rexr "Secu.r t-k^ ^ror _4Vs*_ Canuo.uv < X Scanning ^QBcM- c^n<i 

"X do noV \r©m£m_Wc <-oW4r u><L Ao»W- <L»rrl*K^- *bu-f dT he^-rcL 

mift^Sna toVi^V Vgj&Mojfti likpV te^nc^ «m^..4^^^p3 (b)(3) (b)(6) 

SQffig^oe_ .osi^r ^urB&o " n*-^gcatfk _„ . > <bxs>.<bxe> sW-V 

J ) ^. 8 s^^s. IT h£^d_a« e^-pias'io^ cio%-e- ip 

itu-.ro^'T^ftO S^"- (b)(3Ub)<6) &n . .r&s^i e> , ** C&zj^l §dre. , C&z&l. 

fen? .jft^jfe ^AftA" TYV , ^fW^pl WO), (b)(6) :fjpatej. J^ifeigfi 

^O-O-UV ISO - £oOm^ ers aep 4as 4 j^ga^ ( 

sw^jl^*. S^vr^L V^eo-rj/^ oo^rV^r ftr£, "dad^ .were vac>V 4i\r^nA^A^x^ 

X-^icVl^ A-rucV^ &r&£jpV\<^ ^VVxl- rear . uMs re^^^ SB^ c; t j Uiu 

^u\^& posV mcVi tdVd ^eVtV^ ^ borjw, Idnm X V>aj<l rh6re- 



JSMh Z6 TvWes. life I ^mwte ^v a 

\j.c^ of ^ disfl^. ^ heo( ^ ^ 

^Jm* Vtaxfe £&JbV si At ^ ^od. wife ™«k >t- 4. 



j *-.r~ . .... . w . v „ ^ s-Lcs^n ooa^_ 

=Dgfc Astfc a^d .^bc frab .ooer^ .ICcfl. v (W ^ w w ^ 
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PftlVACJYAn #Afjg|fjgf|$ 

Name: t (b)(3) ' (b)(6) ^0^mj pi * $" L \ 

Activity: — - - — * ' ^-"g'i 

Telephone number <j 

Today. BU • 2i) U- ' »r-lf«mv|edge thai I have the following advisement under the 

guidelines of the Pr! : ' ,ig - v /1ye{ 

This statement is (P^SJ !H ^Mfence with tilt |^$$y|fj offfie Privacy Act of 1974 (Public Law 
93-579) which repP-' 3 tluii giNtftes m : ;ai individuals who are requested to furnish 

personal information ilbml as to certain i -hwHi n g the information requested below. 

1. AUTHORITY: 'H U.«.C. § 3lili; 5 U.S.f ' § 381. f|gMri$, if possible, other statutory 
authority listed bS- ,hat is |>'*'ifelly applicable 1o ilu. / iW n<«r under investigation. 

Authorities applied 10 various investigations. 

a. Requirement <M>' 1 enj5 ^««i members mak If lift ««{ ,j U5 10 misconduct or abuse of drugs 
or alcohol. 10 U.P J § 9/:! - 

b. Retirement or WPWkH iff plivwn! clisfibilih'. H< j j q c §§ 1201-1221. 

c. Manual for — Ls-Msmi^i 

d. Uniform Co* »f Mi,it; » % i!,si ' !:c 10 U :; ' ' §§«l : -. 832, 869, 873, 935, 936, and 938- 
940. 

e. Military ClEiri'i- Ac1 - MU^S-?' §2733. 

f. Foreign Claims ^ i«U,s r §§2734, ft$£ fflfa 

g. Emergency pa r i' ,rtcnl<! '" dsii, 'is lOtl.S.r fgftj 

h. Non-Scope |! >HS r. 1 2737. 

i. Duties of Se s$$# ol ^ 1 I J.S.< jj KM 1 

j. Duties of the. 4 '' ce c: bicl of Naval Opcr»iiw.s M jh or. §§ 5031-5033, 5035-5036. 

k. Duties of the ari{i uf lhc 1 ^Imun , t fthe Navv and duties of the Judge 

Advocate Genera!. W U ' S - r ' II ^2I-S024, 5U! 51 Ji :», 5 . 5 l37-3«. 5141-51423, 5148- 

S f 50. 

1. Duties of the £00Mm<t Hie Marine ; ftl p : , i [} j | * (; ^ W43 
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m. Reservists' il,nl (ic «l" benefits 1 1 f.S i § j 074 

n. Requirement wfOKniptiiV amducL I01l.fl/ | ^7 

o. Promotion el «*M6fiJ ftittl occupational k %<3fia^ of the Navy. 10 U.S.C. § 
7205. 

p. Admiralty -:^" s - fi^P^ 

q. Federal TcH 5 '• tein,s ' Vcl - ^iJ.SC^ m.« $4 jgg|fc 

r. Financial HsSM&y 01 officer III'} If gg 352 1, 3527, 3531. 

s. Military PersH lliei u,kI civilian Employe:;,' f'lniuu. f!964. 31 U.S.C. §§ 240-243. 

t. Federal Cl?ir ! : fcNNrtfc* ftSH 3 1 U.fJ.J §§ J V: \ . 1555, 3529, 3701-3702, 371 7-3718. 

u. Forfeiture nf l-W for N rl,le 10 te^Ptf&pflfiB ;. s , !se< j by alcohol or drug use. 37 
U.S.C. § 802. 

v. Eligibility fcf ;tjrti,ii! vacrcms' benefits. 48 If ti.i g i r>5. 

w. Postal clainr §S ^06, 26(H - 

% Medical R^ary Act. 42 U.S.C. §§ j|g 

y. Public Verse" Ac! " 46 1 1 y r §8 nwm 

z. Suits in Ac!tn" al, y A,1 <- 0M%$ W? 

aa. Admiral^P-- ia!3 "' ,lAa 4fj U.S.C. § /--Mi 

m Transport.**'" Solv.ty ^ 49 U.S.C .g IMI 

2. PRINCIPAL p»»RI'OSK{8): The infomw 1 1 ( hU, , be solicited is intended principally 
for the following 

|Spccify each puniHr' lisU:£ ' hd{,v ' r °'' which " tt: ! fHlie particular investigation could 
reasonably be aseti:l 

a. Determination 0,1 ,lle !i,a(,,s $ personnel regard** *,tittemeiits to pay during disability, 
disability benefits, 'fit****** W- i^ifcmcnt pay. tafttHftg it f pay f or longevity, survivor's 
benefits, mvoluriteK «[*Wto»W nf enlistments elates nf --riration of active obligated service, 
and accrual of amit"'' CI1V ' ; 
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b. DetermmaiHi- oniltscipli.inr.- or punitive act it hi 

c. UeterminatiirP 011 llabl,U V nt P Ers ™nel far foro y..i nr damage to, public funds or 
property. 

d. Evaluation .^T-Mw. ;;rici'aneci!. arid L i: mplamJ ; ; 

e. Adjudication «» nfclaiim hn m -<m\w the Government or among private 
parties. 

f. Other deterrm :wiiona - W required, in the thirst ni fjjfeg| administration. 

g. Public infotij^iionn-leiises. 

h. Evaluation of i ;i ' yct:d! "'^ operations, . ,'iai urn H^tgns by the Navy and contractors, 
with a view to imj*» tv,ll » *W *0» "I ffig jfenmimenloftheNavy. 

3. ROUTINE I)sf* ; ln l*» bel "8 used vvilhin Hi,:, Derailments of the Navy and 
Defense for the $fRW) indicated above, rccwds of iui^Hgatioiw are routinely furnished, as 
appropriate, to the Df*J » f VpM* Affairs |f) |gg ; n determinations concerning 
entitlement to W survivors' benefits, m Sc.-"*^^^ Group Life Insurance 
administrators for #iemmwlt» .its cimcerntug payment of hf e insurance proceeds; to the U.S. 
General Account^ '' m f K fa < Wises of dc; nnMifflj ^teeming relief of accountable 
personnel from 1 <01 ,n;:SRS »l P ,|I,I|C N "te«ed fiscal matters; and to the 
Department ofJusiiP- " sc in litigation involving fie j ^vernhient. Additionally, such 
investigations arc |gf»«^«J«a banished to qgeucis nt tb;. Ijepartment of Justice and to State or 
local law enforce^ 1 ' and co,) r' authorities for use in ^ina^tjon with civilian criminal and civil 
court proceedings. ' lic rc ' : "ids of investigation arc \wu . ?,y to agents an d authorized 

representatives of jj"r J '^° ns l,,Vl ( ' v ~d dt<3 Bar ; t s g a j or administrative matters, 

The records are pro - M l(! »WtWJ(*a for use in cowie*^, tfgjj settlement, adjudication, or 
defense of claim:; if " r *P&m) ' *nvemniei.>. and h.-* ggjj j n design and evaluation of 
products, services, «" d F 'i t: rwm 'ds «i«0 f»Ht!shed to agencies of the Federal, State, 

or local law enfoice ilK ' m "ulhmities, court aulho.ilics. ^liiiinlsiralive authorities, and regulatory 
authorities, for use V w ^ c;ivilii,tl M militaj , criminal, civil, administrative, and 

regulatory proceed?*"* 8 *N a<: '' l,i ' :i 

4. MANDATOI?;r fVOU,w ARV DISCIA>miBI I i d : i SEQUENCES OF REFUSING 
TO DISCLOSE: 

a. Where disc'c>s !ii ' e is v "->bHitary, rmisuidii!. k fcitj- Bsc one of the following statements, 
or a combination of ,,,e fo "a«''»« statements, nn nppiicabL. 

( I ) Where an {ti'-' ivkl "al Is a Sllbjecl of all inuestigattw,, for prapose 2a or 2b, above: 
•'Disclosure is voIi«< M . r - v ' . v *» ? ra » slviscd lha ' *« nrs (flftfeliy presumed to be entitled to have 
the [personnel detdv' inat,0H -s! (disciplinary <$Ml»tM ft paragraph 2. above, resolved in 
your favor, but the determination will he based on ;:!> s! .- evidence in the investigative 
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record. If you do P rwvitfe I,se requested inibrrnaiiun v ^jj be entitled to a favorable 
determination if Its-: ! * ont < lci;S noi co,l,ail1 sufficient to overcome the presumption in 

your favor. If the completed does contain .wffimyn -yidence to overcome the 
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Page 18-19 of 1 1-009 BOB and Death of Rast - Smith - part 16 is redacted under FOIA exemption (b)(1) 1.4a 
Pages 18-19 of 1 1-009 BOB and Death of Rast - Smith - part 16 is redacted under FOIA exemption (b)(l)1.4a 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 
Rank/Rate: CW2 
Unit: C CO 1-214 
Telephone number: (b)(2) 

Today, April 18, 2011, 1 acknowledge that I have received the following advisement under the 
guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1. AUTHORITY : S U.S.C, 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b, T 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C, 1346, 2671-2680; 31 U.S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.S.C, 105; 42 U.S.C. 2651-2653; 44 U.S.C, 3101; 49 
U.S.C. 1901, 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for fosses of, or damage to, public funds or 
property, 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication; pursuit, or defense of claims for or against the Government or among private 
parties, 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases, 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purposed) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors 1 benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
Losses of public funds and related fiscal matters: and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings.< The records 
of investigations are provided to agents and authorized representatives of persons involved In the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems <: The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions, 

4. MAMDATORYA/OLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above: < 
Disclosure is voluntary* < You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations! in paragraph 2, above, resolved in 
your favor, but the final determination will be based on alt the evidence in the investigation 
records.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c 4 above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above; Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure Is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evident that is mirfbineri in the investigation record. 



(b)(3), (b)(6) 




re and date) 
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fwiTNESS STATEMENT 



(b)(3), (b)(6) 


CW2 


(b)(3), (b)(6) 


Name 


Rank/Rale 


Social Security Number 


PILOT IN COMMAND 




C CO 1-214 








(b)(3), (b)(6) 






Address ("Home or Office) 






(b)(2) 






Office Pftftw 




Mobile Phone 



L (b)(3), (b)(6) j hereby make the following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 
APRIL 201 1 IN REGIONAL COMMAND-SOUTHWEST (RC-SW)(AFGHANISTAN). 
On 6 April 201 lat 0926 the 9 line dropped in Transverse for 1/23 QRF/2D Recon Medevac. My 
1 si up crew of (b)0)i 4a and Chase of (b)d)i.4a were immediately alerted. I was the Pilot in 
Command of (b)(i)i.4a and the Air Mission Commander of both ships. Both Aircraft were airborne 
by (b)(i)i.4a At 160 knots both aircraft were on station withift>( 1 > 1 -ftiinutes (b)(i)i.4a Immediately after 
launching I was in contact with (b)(i)i.4a , I informed (b)(i)i.4a and (b)(i)i.4a who was overhead 
that I would remain west of the wadi until LZ (bxi)i.4a was called dear. After approximately)^ 
minutes 5 (b)(Di.4 a> 1 asked (b)d)i.4a what the holdup was and he then informed me that the patients 
were being transferred from PB Alcatraz to PB (b)(Di.4a T continued to hold and after aboutb)d)i.4a 
minutes. (bxi)i.4a I asked (bxiMa again what die holdup was. He then told me that the vehicles 
were under fire and he was launching his QRF vehicle, I promptly told (bxi)i.4a ihat I ha$xi)i.4a 
minutes to get the patients to the Role 3 within the golden hour which would expire at (bxi)i.4a. I 
also informed (bxi)i.4a that if he gave me a grid and told me the patients were unstable or 
crashing that I would ingress into the hot LZ where they were and retrieve them. (bxi)i.4a then 
told me he had no communications with the ground element at PB Alcatraz and did not know the 
status of the patients. At approximately (bxi)i.4a informed me that there was now one 
ICIA. I asked him if it was one of the patients who he said he had no communications with or a 
new injury and he told me it was one of the existing ones. I passed this information to SPC 

(b)(3), (b)(6) who was working the operations desk at FOB Edinburgh, By about (bxi)i.4a 
informed me that the second patient was now KIA. I then passed this information to SPC 

(b)(3), (b)(6) again. I was told by my operations to stay on station and retrieve the KIA individuals. 
At the airspeed I can fly in my aircraft 1 could have retrieved the individuals at PB Alcatraz by 
(bxi)i.4aand with(i)i*xi)i minutes on the ground I could have had them to Bastion Role 3 by(bxi)i.4ato 
(bXDi .4^x1 )i.a»(i)i -minutes before they were pronounced KIA, and in that flight time they would have 
been receiving life saving care by my certified flight medic. 



I swetfr ( or affinrrt that the information in the statement above and on the attached page{s) is 

or belief. 



(b)(3), (b)(6) 



(Date) Time 
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-mi RCL Uo.\. 'SAT, NATO 



( Pes ( 0^(^ 

(Sijiiiamri; of Officer Authorized to Administer Oaths per Art 1 36. UCVIJ j (Da'x) Ti me 



Sworn to bef° r f* tfas Hatp 

(b)(3), (b)(6) 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 

RanWRate: CW2 
Unit C CO 1-214 
Telephone number: wi 

Today, April 18, 2011, 1 acknowledge that I have received the following advisement under the 
guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1 AUTHORITY : 5 U.S.C. 301; 10 U.S.C. 972, 1201 -1 221 , 2733, 2734-2734b., 2737, 5013 5031 1 - 
503 6, 5131-5150 , 5947, 6148, 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 31 U S C. 240-243 3821- 
353l! 3701-3702; 3717-3718; 37 U.S.C. 802: 38 U.S.C. 105; 42 U.S.C. 2651-2653; 44 U.S.C. 3101; 49 
U.S.C. 1901. 

2. PRINCIPAL PURPOSES . The information which wiil be solicited is intended principally and 
may be used for the following purposes: 

a Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor s 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3 RO UTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purposes) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
fosses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceed ings.< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legaS or administrative matters^ The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems. < The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4 MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination! [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
record s < If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested informations any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination, 

Cl Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntas but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being Investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities, 

e. in any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 



(Signature and date) 
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WITNESS STATEMENT 




(b)(3), (b)(6) 


CW2 


(b)(3), (b)(6) 


Name 

PILOT 




Rank>Rate 


Social Security Number 

CCO 1-214 




(b)(3), (b)(6) 




Organization 


Address (HomcOrQfrjee) 

(b)(2) 


Office Plinth 






Mobile Phone 



I, (b)(3), (b)(6) hereby make the following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 
APRIL 201 1 IN REGIONAL COMMAND-SOUTHWEST (RC-SW)( AFGHANISTAN). 
On 6 April 201 lat (bxwaa 9 line dropped in Transverse for 1/23 QRF/2D Recon Medevac. I was 
the Pilot of the 1st up aircraft, call sign (b)(i)i.4a . The Pilot In Command (PC) and Air 
Mission Commander (AMC) was CW2 (b)(3), (b)(6) . At (b)(i)i.4awe were airborne and en-route 
to the Point of Injury (PGI)- While en-route the AMC was in contact with (bxi)i.4a , the ground 
element, and (bxwa , the air support element. WithTO(i)i- minutes. at(b)(i)i.4a, we were on station 
and we were informed that the patients were being transferred from the POI to Patrol Base (PB) 
(b)d)i.4a . My PC was told to hold until the patients were at PB (b)(i)i.4a . We remained west of a 
wadi approximately 5 kilometers from PB (bxi)i.4a . We continued to hold for approximately^^ 4a 
minutes whiie my PC was informing the ground element that we needed to pick up the patients 
and bring them to Bastion Role Three hospital he asked 3 ro 4 times if the patients were unstable 
and was told by (bxwa that they had no communications with the injured, Aboitimi-more 
minutes went by and we were told by (b)(i)i.4a that one of the patients was KIA (approximately 
(bxi)i.4a) and within approximately )i more minutes ((bxwa) we were told the other patient was now 
KIA. We were then instructed to continue holding until the KIA T s were at PB (bxwa and when 
they arrived to pick them up and take them to Bastion Role 3 . With as much time as we spent 
holding, we could have gone to the POI, picked up the patients, and transported them to the Role 
3 while giving the patient's life saving en-route care by a trained and certified flight medic. 



! swear (or affirm) that the information in the statement above and on the attached page(s) is 

true to the best of my knowledge or belief, 

(Dale) Time 



l*t{ &f /J 

(Dale) Time 



(b)(3), (b)(6) 



Sv ^ J - e . 

_ (b)(3Mb)(6) [M^ gsm^ 

{Sli Administer 'Oaths per Art. !36, UCMJ) 
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PRIVACY ACT STATEMENT 



Name: (b)(3), (b)(6) 
Rank/Rate: SGT 
Unit: CCO 1-214 
Telephone number: (b)(2) 

Today j April 18, 2011, 1 acknowledge that i have received the following advisement under the 
guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the Information 
requested below. 

1, AUTHORITY : 5 U,S,C, 301; 10 U.S.C. 972 5 1201-1221, 2733, 2734-2734b., 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C, 1348, 2671-2680; 31 U.S.C, 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 33 US.C. 105; 42 U.S.C. 2651- 2653; 44 U.S.C. 3101; 49 
U.S.C. 1901. 

2, PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

cL Evaluation of petitions, grievances, and complaints, 

e„ Adjudication, pursuit or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy, 

3, ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose{s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits: to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings ,< The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters .< The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems^ The 
records are also furnished to agencies of the Federal* State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions, 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above :< 
Disclosure is voluntary.< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2, above, resolved in 
your favor, but the final determination will be based on ail the evidence in the investigation 
records.< if you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested Information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above :< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an Individual is a claimant or potential claimant in an investigation for purpose 2e, 
above:< Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation reconf . 



(b)(3), (b)(6) Ll^W / 
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WITNESS STATEMENT 


(b)(3), (b)(6) 


SGT 


(b)(3), (b)(6) 


MEDIC 


Rank/Ram 


Social Sec aril v Number 

C CO 1-214 


Pu&irion 

(b)(3), (b)(6) 




Organ ijcatioii 


Address {Hume orGHlct:) 

(b)(2) 


Uffice Phone 




Mobile Phont 



I, (b)(3), (b)(6) , hereby make the following statement for the COMMAND 

INVESTIGATION INTO THE FRIENDLY FIRE INCIDENT THAT OCCURRED ON 6 
APRIL 201 1 IN REGIONAL COMMAND-SOUTHWEST (RC-SW)(AFGHANISTAN). 
On 6 April 201 lat(b)(i)i.4a my medevac crew launched on mission 04-06B near LZ (bxi)i.4a , 
According to the 9-line, the mission assigned to us was for 2 US Marines, the first reported to 
have a concussion fading in and out of consciousness. The second was reported to have 
fragmentation wounds with blood loss. The 9 line stated that the mechanism of injury was from 
a rt BLAST M . We arrived near the POI approximatelybxi )i 4minutes later, but were told to hold our 
position approximately )i minutes away from the patient location. Over the radio, the ground 
element was reporting possible enemy action in the area, so we were being held off until the area 
was cleared. At this time also, we were being informed That the ground element was attempting 
to move the patients to a more secure location The Pilot in Command, CW2 (b)(3), (b)(6) , asked 
the ground element what the status of the patienis was. He told them multiple times thai if the 
patients are unstable we will land anywhere and as close to the patients as possible. The ground 
unit held us off stating that they were trying to move the patients to the more secure location. 
Around (b)(i)i. 4a local time, radio calls began to come through regarding 3 patients, 1 injured 2 KIA ; 
on the ground rather than the 2 the 9-line originally mentioned. CW2 (b)(3), (b)(6) tried to clarify 
patient information twice, At (bxi)i.4aaccording to my watch, clarification came across the radio 
that there were only 2 KIA, with no other injuries. At this time, approximate Iw ^minutes after 
our takeoff we were still being told by the ground element to hold position. 

Around (b)d)i .4^ we were finally cleared in for landing at LZ (b)(i)i.4a . According to my watch, 
we landed vIUwvm When we landed, I exited the aircraft and approached a large crowd of 
Marines near an MRAP. The remains of the KIAs were sent to the aircraft where SPC (b)(3), mey 
the crew chief, assisted loading, I approached who I believed to be the ground medic/corpsman; 
he was the only one with rubber gloves and a stethoscope. I asked him what the times of death 
were. He reported that one was at (bxi)i.4a and the other at (bxi)i.4a This seemed odd to me at first, 
since the times almost exactly coincided with our landing time, and since we had already been 
told over the radio at(b)(i)i.4athat both patients were KIA. However, I assume that the 
corpsman/medic was giving me his official time of death as being the medical authority at the 
LZ. No transfer or medical paperwork was given to me by the medical personnel on the ground. 
After takeoff, I rechecked for vita! signs on both patients, and found no pulse, no respirations. 

On landing at Bastion Role 3 7 1 accompanied both sets of remains to the morgue for patient 
report. I informed the SSG working at the morgue that we were told over the radio at (bxi)i.4athat 
both were KIA. but that the official time of death reported by the ground corpsman/medic was 
reported as wo )i .4a and (bxwa. He found the time discrepancy unusual, but informed me that he 
would use (bxi)i.4aand (bxi)i.4aas the official record. 
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I swear (or affirm) that the information in the statement above and on the attached page(s) is 

true to the best of my knowledge or belief. 



(b)(3), (b)(6) 

(Witness* Signature) (Date) Time 

Sworn to before me this date, 

(b)(3), (b)(6) 



(SignaUirc of Officer Authorized to Administer Oaths per Ait 136. UCMJ) (Date) 



(Date) Time 



: : 
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PRIVACY ACT STATEMENT 



Name: _ ^ 

Rank/Rate: Cti¥T fai^c- 

Unit: flec^^s s-^swce _J3z>tfg^<v 

Telephone number: ( b )( 2 ) Cb\n~\ 

Today, Af^i /f , 20 if . I acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

t AUTHORITY : 5 US,C. 301; 10 972 T 1 201-1221, 2733, 2734-2734b, 7 2737, 501 3, 5031 - 

5036, 5131-5150, 5947 3 6148, 7205, 7622-7623: 28 US.C. 1346, 2671-^2680; 31 US.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 US.C. 802; 38 US.C. 105; 42 US.C. 2651- 2653; 44 US.C. 3101; 49 
U.S.C. 1901. 

2. PRINCtPAL PURPOSES , The information which wiJI be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity* survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of* or damage to, public funds or 
property. 

d. Evaluation of petitions* grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of navaf administration. 

g. Public information releases. 

h. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy* 

3. ROUTINE USES: In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans 1 and survivors 1 benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
josses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters^ The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANPATQRY/VOLU NTARY DISCLOSURE, CONSEQUENCES OF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary, < You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations! in paragraph 2 f above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
record s.< If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested information possible could 
prevent the Investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c t above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record, which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e s 
above:< Disclosure is voluntary, but refusal to discJose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the Incident under investigation. 

d» Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment In naval medical facilities. 

e. In any other case: Disclosure is voluntary s and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained In the investigation record. 



(b)(3), (b)(6) 



(Signature and date) 
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(b)(3), (b)(6) 
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PRIVACY ACT STATEMENT 



Name: 



(b)(3), (b)(6) 



Rank/Rate: umi leu 



Unit: ZX> KrCsA 



Telephone number 



(b)(2) 



Today, fSftPfciL- 20 W , I acknowledge that I have received the following advisement 
under the guidelines of the Privacy Act 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579) which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested below. 

1 AUTHORITY : 5 U.S.C, 301; 10 U.S.C, 972, 12014221, 2733, 2734-2734b„ 2737, 5013, 5031- 
5036, 5131-5150, 5947, G14B, 7205. 7622-7623; 28 U3.C, 1346, 2671-2680; 31 U.S.C. 240-243, 3521- 
3531, 3701^3702, 3717-3718; 37 US.C. 802; 38 U.3.C. 105; 42 LLS-C, 2651- 2653; 44 U-S.C. 3101; 49 
U.S.C.1901, 

2. PRINCIPAL PURPOSES . The information which will be solicited is intended principally and 
may be used for the following purposes; 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay ; increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annua! leave. 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d. Evaluation of petitions, grievances; and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f Other determinations, as required, in the course of naval administration. 
g_ Public information releases, 

ft. Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans 1 and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. Genera! Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
losses of public funds and related f iscal matters; and to the Department of Justice for use in 
litigation Involving the Governments Additionally, such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local law enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident, for use in legal or administrative matters.< The records are checked by or against the 
Government, and for use In design and evaluation of products, services, and systems.< i he 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminal, civil, 
administrative, and regulatory proceedings and actions. 

4. MANDATORY/VOLUNTARY DISCLOSURE, CONSEQUENCES OF REFUS ING TO DISCLOSE: 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary .< You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations! in paragraph 2, above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records,< if you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor, however, your election not to provide the requested Information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination. 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information, any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the Investigative record, which possibly might not support a favorable 
determination, 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e ? 
above:< Disclosure is voluntary , but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e r above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in naval medical facilities. 

e- In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence that is contained in the investigation record. 
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(b)(3), (b)(6) 



(b)(3), (b)(6) 



< b >< 1 > 1 - 4a CO- ..[V-O- 



(b)(3), (b)(6) / ST-A- 



(b)(3), (b)(6) 



: 



MEMORANDUM FOR THE RECORD 

Subj: SUMMARY OF I INTERVIEW OF HM1 (b)(3), (b)(6) ON APRIL 15, 2011 

I, On April 15, 2011 at Patrol Base Alcatraz \, Majors, (b)(6) Major (b)(3), (b)(6) , and Captain(b)(3), (b)(6) 
interviewed HMlwp), (bxejto gather additional details on the actions related to the o>)(i)i.4a Hellfire 
strike on April 6, 2011. We were assisted by Lieutenant Colonel (b)(3), (b)(6) the legal representative to the 
investigative team. 

2- HM 1(b)(3), (b)(6)first assessed the casualties when they arrived at HLZ o>)(i)i.4a for extract and 
pronounced HN Rast Kl A at 1054 and SSgt Smith KIA at 105 5L 

% I certify that this statement is an accurate summary of the interview. 



(b)(3), (b)(6) 



COL USMC 
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Pages 443 through 457 redacted for the following reasons: 
(b)(3), (b)(6), (b)(1)!. 4a 



U N CLAS3I FtED /r L " 



PRIVACY ACT STATEMENT 



Name: _ (b)(3) ' (b)(6) 

Rank/Rate: ixpg7&*j 
Unit; UR felt, 7> h>^>fr^ 
Telephone number: _ (b)(2) 

Today, H 20, 1 1 , 1 acknowledge that I have received the following advisement 

under the guidelines of the Privacy Act. 

This statement is provided in compliance with the provisions of the Privacy Act of 1974 (Public 
Law 93-579} which requires that Federal agencies must inform individuals who are requested to 
furnish personal information about themselves as to certain facts regarding the information 
requested beiow, 

1. AUTHORITY: 5 U.S.C. 301; 10 U.S.C. 972, 1201-1221, 2733, 2734-2734b., 2737, 5013, 5031- 
5036, 5131-5150, 5947, 6148, 7205, 7622-7623; 28 U.S.C. 1346, 2671-2680; 31 U,S.C. 240-243, 3521- 
3531, 3701-3702, 3717-3718; 37 U.S.C. 802; 38 U.SX. 105; 42 U.S.C. 2651-2653; 44 U.S.C. 3101; 49 
U.S.C.1901. 

2. PRINCIPAL PURPOSES , The information which will be solicited is intended principally and 
may be used for the following purposes: 

a. Determinations on the status of personnel regarding entitlements to pay during disability, 
disability benefits, severance pay, retirement pay, increases of pay for longevity, survivor's 
benefits, involuntary extensions of enlistments, dates of expiration of active obligated service, 
and accrual of annual leave, 

b. Determination on disciplinary or punitive action. 

c. Determinations on liability of personnel for losses of, or damage to, public funds or 
property. 

d* Evaluation of petitions, grievances, and complaints. 

e. Adjudication, pursuit, or defense of claims for or against the Government or among private 
parties. 

f. Other determinations, as required, in the course of naval administration, 

g. Public information releases. 

in Evaluation of procedures, operations, material, and designs by the Navy and contractors, 
with a view to improving the efficiency and safety of the Department of the Navy. 

3. ROUTINE USES : In addition to being used within the Department of the Navy and Defense for 
the purpose(s) indicated above, records of investigations are routinely furnished, as appropriate, 
to the Department of Veterans Affairs for use in determinations concerning entitlement to 
veterans' and survivors' benefits; to Servicemen's Group Life Insurance administrators for 
determinations concerning payment of life insurance proceeds; to the U.S. General Accounting 
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Office for purposes of determinations concerning relief of accountable personnel from liability for 
tosses of public funds and related fiscal matters; and to the Department of Justice for use in 
litigation involving the Governments Additionally t such investigations are sometimes furnished 
to agencies of the Department of Justice and to State or local taw enforcement and court 
authorities for use in connection with civilian criminal and civil court proceedings^ The records 
of investigations are provided to agents and authorized representatives of persons involved in the 
incident* for use in legal or administrative matters^ The records are checked by or against the 
Government, and for use in design and evaluation of products, services, and systems.< The 
records are also furnished to agencies of the Federal, State, or local law enforcement authorities, 
and regulatory authorities, for use in connection with civilian and military criminals civil, 
administrative, and regulatory proceedings and actions* 

4. MANDATORY/VOLUNTARY DISCLOSURE. CONSEQUENCES QF REFUSING TO DISCLOSE : 

a. Where an individual is a subject of an investigation for purpose 2a or 2b, above:< 
Disclosure is voluntary.* You are advised that you are initially presumed to be entitled to have 
the [personnel determination] [disciplinary determinations] in paragraph 2 S above, resolved in 
your favor, but the final determination will be based on all the evidence in the investigation 
records.< , If you do not provide the requested information, you will be entitled to a favorable 
determination if the record does not contain sufficient evidence to overcome the presumption in 
your favor however, your election not to provide the requested information possible could 
prevent the investigation from obtaining evidence which may be needed to support a favorable 
determination, 

b. Where an individual is a subject of an investigation for purpose 2c, above:< Disclosure is 
voluntary, and if you do not provide the requested information* any determination as to whether 
you should be held pecuniarily liable for repayment of the Government's loss would be based on 
the other evidence in the investigative record p which possibly might not support a favorable 
determination. 

c. Where an individual is a claimant or potential claimant in an investigation for purpose 2e, 
above: < Disclosure is voluntary, but refusal to disclose the requested information could prevent 
the investigation from obtaining sufficient information to substantiate any claim which you have 
make or may make against the Government as a result of the incident under investigation. 

d. Where the individual was treated at Government expense for injuries caused by third 
parties in connection with a matter being investigated for purpose 2e, above: Disclosure is 
voluntary, but refusal to disclose the requested information could result in a requirement for you 
to assign to the Government your medical care claims against third parties in connection with the 
incident, or authorize withholding of the records of your treatment in navai medical facilities. 

e. In any other case: Disclosure is voluntary, and if you do not provide the requested 
information, and determinations or evaluations made as a result of the investigation will be made 
on the bases of the evidence * w ~* : ~ m — *- 5 -ed in the investigation record. 



(b)(3), (b)(6) mfifr 



nature and date) 
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UNCLASSIFIED /rOUO 



WITNESS STATEMENT 



(b)(3), (b)(6) i-Cft^/O^ (b)(3), (b)(6) 

Name RankfRate auucu ac^umy rmuiui^r 

Command ^ ' Division ' 

^ I 

T A D from/to Until (give dates ) 



Whereabout for ne^30 days Phone 



(b)(2) 



I, : (b)(3) ' (b)(6) . hereby make the following statement to 

L-tCa \ ( b )( 3 ) (b)(6) ? w ho has identified himself/herself as a preliminary 

inquiry officer for the Personnel Support Detachment, Camp Lejune, North Carolina. 

^i^JUjj u^s^fNy ~f p^q fy** 

. Cflg&fr*^ ,)en!^«y b, ^>^;lt^ (b)(6) &^ on Apr;? zoHr 



I swear (or affirm) thai the information in the statement above and on the ^attached page(s) is 
true to the best of my knowledge or belief 

(b)O), (b)(6) \HAfr(] 2c U. 1?S^ 



(V (Date) Time 

Sworn in hefnm me. this date. 



(b)(3), (b)(6) 



f I rives Li^iuur s a igjmiurc j (Date) T i me 
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UNITED STATES (MARINE CORPS 

II MARINE EXPEDITIONARY FO (FWDj 
UNIT 73920 
rPO-AE 09510-3920 



IfoRePLY REFER TOr 

5800 
JEC 

M Apr 11 



Lieutenant Commander (b)(3), (b)(6) /2I00 DSN 

Coloael (b)(3), (b)(6) USMC, investigating Officer 

COMMAND INVESTIGATION INTO THE FACTS AND CIRCUMSTANCES 
SURROUNDING THE DEATHS OF HOSFITAL'MAN BENJAMIN D. RAST XXX-XX- 

(b)(6) AND STAFF SERGEANT JEkEMi b. SMITH XXX-XX- (bX6) ON 06 APRIL 
2.011 

(a) JAGINST 5800. 7E, Change Transmittal 2, Manual of the 
Judge Advocate General (JAGMANi , 16 Sep 08 

1. I am a board certified Emergency Physician assigned no UK Role 3 
Hospital Bastion and in charge of, trauma .resuscitations at this 
facility, I am additionally responsible ?*for certifying the deaths of 
US service members who arrive at -this facility. 

2. I was tne physician in charge of the Emergency Department on 06 
April 20.11. 

3. An (b)(i)i.4a hours, we received a 5-1 ine request for medical evacuation 
mission of r W o "CAT A" patients who were reportedly injured by blast. 
This was mission 04-06B. The HIST report- indicated one patient with 

* concussion:' and "in/out of consciousness " and another patient with 
^frag" and M blood' loss . " 

A y Mission 04-06B was later updated (timi? unknown) to reflect 
transport of two "^heroes," or service mei'bers who had been killed in 
action.. ; ,";no further details of the patients' injuries were given. 

5, Mission 04-06B arrived at UK Role 3 Hospital Bastion at 
approximately (b)(i)i.4a hours with the r~m£-n-; f Hospitaiman Rast and 
Staff Sergeant Smith. 

6. I examined, Hospitalman. Rast and Staff Sergeant Smith at Mortuary 
Affairs and., certified their deaths. A fuil autopsy was not performed 
at that. time. My preliminary examination" revealed the following 
Injuries . 

6. Hosp^caLman East sustained (b)(6) 

(b)(6) 

and was,, in, an appropriate position. Time* of death was documented as 
1024 hours:; 
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From: 
To: 

Sub- : 

Ref : 



SUbj! COMMAND INVESTIGATION INTO THE FAC-S AND CIRCUMSTANCES 

"SURROUNDING THE DEATHS OF H03P ITALIAN BENJAMIN D- RAST XXX-XX- 

(b)(6) 'AND STAFF SERGEANT JEREMY D. v SMITH XXX-XX- (b )(6) ON 06 APRIL 
Mil ; 



7_ Staff \Serqeant Smith 



(b)(6) 



(b)(6) 



1025 hoars' 



(b)(6) 



Tii^s of death 'was documented as 



8. In my professional opinion, the injuries that Hospitalman Rast and 
Staff Sergeant Smith sustained were unsurtivable, regardless of 
medical care rendered in the field, duriiig medical evacuation or in a 
hospital "setting, 

9. In my estimation, Staff Sergeant Smith died instantaneously. 
Hospitalman Rast may have lived for some cims after his injuries, but 
his wounds were fatal regardless of care rendered. 



(b)(3), (b)(6) 



r 
h 
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